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Rasny be Paced, 


SIR KNIGHT GEORGE CLARENCE PATTON, JR. 


Sir Knight George Clarence Patton, Jr. was born in 
Brooklyn, New York on November 21, 1903 the son of 
George C. Patton, Sr. and Frances A. Von Richter. 


He attended all grades of the public schools in Brook- 
lyn, New York. On January 12, 1929 he married Evelyn A. 
Bloomer and they are the parents of five sons and two 
daughters. He is a member of the First Baptist Church of 
Stoneham, Massachusetts. 


OCCUPATION: Representative of Brink’s Inc. of Bos- 
ton, Massachusetts. 


Sir Knight Patton was raised to the Sublime Degree 
of Master Mason in Plymouth Lodge A.F.&A.M., Brooklyn, 
New York on December 8, 1924 and served as Worshipful 
Master in 1982. He is also an affiliated Past Master of 
King Cyrus Lodge A.F.&A.M., Stoneham, Massachusetts 
where he holds dual membership. He is a member of the 
Past Masters Association of the 7th Masonic District of 
Massachusetts, Past President of the Square and Compass 
Club of Stoneham, Massachusetts and a member and Past 
President of the Plymouth Felloweraft Club of Brooklyn, 


New York. 


CAPITULAR MASONRY: He was exalted in Orient 
Chapter No. 188 R.A.M., Brooklyn, New York on November 
6, 1932 and affiliated with Waverly Chapter Royal Arch 
Chapter of Melrose, Massachusetts serving as Excellent 
High Priest September 1962-1963. 

CRYPTIC MASONRY: He was greeted in Melrose 
Council of Royal and Select Masters on November 12, 1948 
and was Conductor of the Council in September 1967. 


CHIVALRIC MASONRY: He was knighted in Clinton 
Commandery No. 14 K.T. on February 26, 1930 in Brook- 
lyn, New York and served as Senior Warden in 1934. He 
affiliated with Hugh de Payens Commandery No. 20 K.T. 
of Melrose, Massachusetts on October 22, 1947 and served 
as Eminent Commander 1956-1957. 


GRAND COMMANDERY: He was appointed an Of- 
ficer in Grand Commander, Knights Templar Incorporated 
of Massachusetts and Rhode Island by R. E. Alfred C. 
Blake in October 1960 and was honored by being elected 
Grand Commander on October 11, 1966. 


He is a Grand Representative of the Grand Com- 
mandery K.T. of the State of Montana near this Grand 
Jurisdiction. He holds honorary membership in seven Com- 
manderies in the New England States. 


SCOTTISH RITE: He became a member of Boston 
Lafayette Lodge of Perfection 14°, in February 1959; 
Giles F. Yates Council Princes of Jerusalem 16°, February 
1959; Mount Olivet Chapter of Rose Croix 18°, February 
1959 and Massachusetts Consistory 8.P.R.S. 32° on Febru- 
ary 1959 serving as a Guard since 1960. 


SHRINE: He became a member of Aleppo Temple 
eae a of Boston, Massachusetts and is also a mem- 
er of Omar Grotto M.0.V.P.E.R. of Boston, Massachusetts. 


OTHER AFFILIATIONS: He is a member of the 
Wakefield Lodge of Elks No. 1276, the Hancock Sports- 
men’s Club, Inc., Hancock, New Hampshire, a 30 year 
phoees s member of the National Council Boy Scouts of 
ae in Winchester 1947-1949 and was invested with 
Le ee Beaver Award in January 1951, a trustee of the 

neham Savings Bank since 1958 and in 1950-1952 served 


Diane, nanan of the United Fund for the Stoneham 


MILITARY SERVICE: H i icer 
the U.S. Coast Giaed : He was Chief Petty Officer of 


(Inactive) during World War IL. 
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REPORT OF THE PROCEEDINGS 
of the 


GRAND COMMANDERY, KNIGHTS TEMPLAR, INC. 
OF MASSACHUSETTS AND RHODE ISLAND 
at the 
164th ANNUAL CONCLAVE 
BOSTON, MASSACHUSETTS, SEPTEMBER 19, 1967 


The One Hundred and Sixty-fourth Annual Conclave of 
the Grand Commandery of Knights Templars and the Ap- 
pendant Orders of Massachusetts and Rhode Island con- 
vened in full form at 9:15 a.m., Tuesday, September 19, 
1967, in Ionic Hall, Masonic Temple, Boston, Massachu- 
setts. Sir Knight George C. Patton, Jr., Grand Commander, 
presiding, Divine blessing was invoked by the Reverend 
and E. Sir W. Irving Monroe, Jr., Grand Prelate. 


REPORT OF THE CREDENTIAL COMMITTEE 


The Credential Committee reported that there were 120 
Sir Knights present, representing 37 Commanderies, 27 
presiding Commanders were present. 


GRAND COMMANDERY OFFICERS PRESENT 


GRAND COMMANDER.......+---+5++ R. E. Sir George C. Patton, Jr. 
DEPUTY GRAND COMMANDER ..V. E. Sir Gordon C. Player 
GRAND GENERALISSIMO... Sir Norman L. Staveley 
GRAND CAPTAIN GENERAL. . Sir Jack Richard Baker 
GRAND JUNIOR WARDEN.. ...E. Sir Elmer H. Palmer 
GRAND PRELATE......- ..E. Sir Rev. W. Irving Monroe, Jr. 
GRAND TREASURER .R. E. Sir Robert Gardiner Wilson, Jr. 
GRAND RECORDER ..+...R. E. Sir G. Burton Long 
GRAND STANDARD BEARER. ..E. Sir James C. Sirios 
GRAND SWORD BEARER. E. Sir Thorsten B. Lind 
GRAND WARDER........-+++++05 ..E. Sir Leonard H. Hoft 
GRAND CAPTAIN OF THE GUARD: E, Sir L. Raymond Wyatt 

.E, Sir George M. Sanford, Jr. 
INSPECTOR INSTRUCTOR.......-+++++--- E. Sir Thomas C. Brown 


PAST GRAND COMMANDERS PRESENT 


R. E. Sm Harorp W. SPRAGUE R. E. Str Atrrep C, BLAKE 

R. E. Sir Harorp §. CROCKER R. E. Sm RayMonp D. DovucLass 

R. E. Sm Ropert GARDINER R. E. Sir Lovis A. BEAUDOIN 
WILson, JR. R. E. Sir G Burron Lone 

R. E. Str Mortimer W. SCHROEDER 
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THE GRAND COMMANDER: Now, if the Officers 
who have been chosen to present the GRAND OFFICERS 
will retire at this time, I will send out immediately to 
receive them. 


THE GRAND COMMANDER: Em. Grand Captain of 
the Guard, you will form an escort for the Committee. 


(The Escort and Committee retired and returned to 
the Asylum with the following Distinguished Guests) 


Sir Knight Neil Raymond Baker, Rt. Em. Grand Comman- 
der of the Grand Commandery K.T. of New York, 
Rt. Em. Frederick H. Stahl, Past Grand Commander 
and Em. Sir William Koehler, Past Commander of 
DeWitt Clinton Commandery. 
Introduced by R. E. Sir Louis A. Beaudoin 

Sir Knight Walter H. Stanford, Past Grand Commander 
and perosnal representative of Rt. Em. Lawrence J. 
Ranck, Grand Commander of the Grand Commandery 
K. T. of Virginia 
Introduced by Em. Sir James C. Bayley 

Sir Knight Frank W. Bailey, Rt. Em. Grand Commander of 
the Grand Commandery K.T. of Vermont and Rt, Em. 
Franklyn Churchill, Jr. Past Grand Commander 
Introduced by Em. Sir Chester E. Oldmixon 

Sir Knight John A. Fitzgerald, Rt. Em. Grand Commander 
of the Grand Commandery K. T. of New Hampshire 
and Sir Kt. Edmund B. Hanson, Grand Inspector 
General for the State of New Hampshire 
Introduced by R. E. Sir Alfred C. Blake 

Sir Knight Edwin H. Raymond, Rt. Em. Grand Commander 
of the Grand Commandery K. T. of Connecticut and 
V. E. Deputy Grand Commander Ralph Kalp 
Introduced by Em. Sir Harold A. Budreau 

Sir Knight George E. Berry, Rt. Em. Grand Commander 
of the Grand Commandery K. T. of Maine and Rt. 
Em. Sir Charles H. Peterson 
Introduced by R. E. Sir Raymond D. Douglass 

Sir Knight William T. Greene, Jr., Rt. Em. Grand Com- 
mander of the Grand Commandery K. T. of New 
Jersey, Rt. Em. Sir Gordon Brenner, Past Grand 
Commander and present Grand Recorder and Em. 
Sir Kenneth L. Reed, Grand Standard Bearer 
Introduced by R. E. Sir Robert Gardiner Wilson, Jr. 
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Sir Knight Eston E. Burge, Rt. Em. Grand Commander of 
the Grand Commandery K. T. of the District of 
Columbia 
Introduced by R. E. Sir Harold 8. Crocker 

Sir Knight and Ill. Laurence E. Eaton 33° Active, Deputy 
for Massachusetts Ancient and Accepted Scottish Rite 
of the Northern Masonic Jurisdiction 
Introduced by R. E, Sir Harold W. Sprague 

Most Ill. Frank W. Balcomb, Grand Master of the Grand 
Council Royal and Select Masters in Massachusetts 
and Most Ill. John E. Johnson, Grand Master of the 
Grand Council Royal and Select Masters of Rhode 
Island 
Introduced by Em. Sir Allen Campbell, Jr. 

Most Ex. Charles A. Cross, Grand High Priest of the 
Grand Royal Arch Chapter of Massachusetts and Most 
Ex. Alfred Bateman, Grand King of the Grand Royal 
Chapter of Rhode Island and personal representative of 
Most Ex. Wallace C. Adams, Grand High Priest of 
Rhode Island 
Introduced by R. E. Sir Mortimer W. Schroeder 

Sir Knight Willard Meredith Avery, R. E. Grand Captain 
General of the Grand Encampment K. T. of U.S. A. 
and the personal representative of Most Eminent Grand 
Master Sir Knight John Lawton Crofts, Sr., and In- 
specting Officer 
Introduced by R. E. Sir G. Burton Long 

Sir Knight J. Henry Johnson, Rt. Wor. Senior Grand War- 
den of the Grand Lodge of Masons in Massachusetts 
and the personal representative of Most Wor. Thomas 
A. Booth, Grand Master of Masons in Massachusetts 
and Sir Knight Robert W. Markham, Jr., Most Wor. 
Grand Master of Masons in the state of Rhode Island 
and Providence Plantations 
Introduced by Em. Sir Robert P. Beach 


THE GRAND COMMANDER: At this time, we will 
have the ROLL CALL OF GRAND REPRESENTATIVES. 

(The Grand Recorder called the Roll Call of Grand Rep- 
yesentatives who assembled in the East before the Com- 
mander.) 


ROLL CALL OF GRAND REPRESENTATIVES 


Em. Sir William Turner 
-R. E. Sir Louis A. Beaudoin 


Alabama -- 
Arizona - 


Arkansas -Em. Sir Robert M. MacKenzie 
California Em. Sir Saunders W. Spooner 
Colorado .. Em. Sir Robert E. Powell 
Connecticut ........- m. Sir Harold A. Budreau 
District of Columbia . -R. E. Sir Harold S. Crocker 
Florida .........e00- ..R. E. Sir Dwight C. Page 
Georgia ... -.-R. E. Sir G. Burton Long 
Illinois .... .-Em. Sir Norman P. Smith 
Indiana . . ...Em, Sir Leonard H. Hoft 
Kansas .26cseascsien ....Em. Sir James C. Bayley 
Kentucky . -...-Em. Sir Frank G. Holt, Jr. 
Maine ....- ...R. E, Sir Raymond D. Douglass 
Maryland .-R. E. Sir Mortimer W. Schroeder 
Montana R. E. Sir George C. Patton, Jr. 
Nebraska Em. Sir C. Leigh Kingsford 
Nevada ..-- Em. Sir Allan Campbell, Jr. 
New Hamps -R. E. Sir Alfred C. Blake 
New Jersey - obert Gardiner Wilson, Jr. 


New Mexico ..... 
North Carolina .. 
North Dakota .... 


Em. Sir Charles D. Harrington 
....V. E. Sir Gordon C. Player 
Em. Sir Albert E. C. Carpenter 


OHIO” tataiaisls dc neininadnaa sacs rh Se Em. Sir James C. Sirios 
Oregon ..-----.eee sees --Em, Sir George Ringchrist 
PeMNSY]VANIA ...cceeeeececeeevece Em. Sir Thomas C. Brown 


South Carolina: sa as 88d ccocussiepeavna Em. Sir T. Legare Fenn 
South Dakota .. +eeeeeee..Em,. Sir Clayton F. Fisher 
Tennessee . ...Em. Sir Chester G. Parsons 
Texas ... --Em. Sir Norman L. Staveley 
Vermont -Em. Sir Chester E. Oldmixon 
Virginia . -Em. Sir Frank W. Balcomb 


Washington | R. E. Sir Harold W. Sprague 
West Virginia . Em. Sir Laurence E, Eaton 
Wyoming .......... R. E. Sir Kenneth H. Earle 
Wisconsin Em. Sir Robert P. Beach 


REPORT OF THE GRAND COMMANDER 


Boston, Massachusetts 
September 19, 1967 


To the Officers and Members of the Grand Commandery, 
Knights Templar, and the Appendant Orders of Massachu- 
setts and Rhode Island. 


Greetings: 


It gives me much pleasure to extend to you my frater- 
nal greetings and to welcome you to this the One Hundred 
and Sixty-Fourth Annual Conclave of this, the oldest Grand 
Commandery in the Grand Encampment of the United 
States of America. 


. I do greet with enthusiasm the representatives of our 
sister Templar Jurisdictions and I extend a real special 
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welcome to the representatives of the other York Rite and 
Scottish Rite bodies of both Massachusetts and Rhode Is- 
land. As you know, we are the only dual State Jurisdiction 
in Templary. Thus, we owe allegiance to two Most Worship- 
ful Grand Masters, Two Most Excellent High Priests, and 
two Most Illustrious Grand Masters, as well as many other 
Masonic organizations in both Massachusetts and Rhode 
Island. 

A most hearty welcome is extended to the representa- 
tive of the Most Eminent Grand Master of the Grand 
Encampment of the United States of America, Sir Knight 
John L. Crofts, who is Sir Knight Willard M. Avery, Right 
Eminent Grand Captain General and a Past Right Eminent 
Grand Commander of the State of Indiana, also our recently 
appointed Department Commander of the North Atlantic 
Department, Grand Encampment of Knights Templar of 
the United States of America, Sir Knight Frank L. Bourke, 
and a Right Eminent Past Grand Commander of the State 
of Maine. ~ 

I am very grateful for the honor and privilege that 
you entrusted to my care when you elected me to the high 
station of Grand Commander of this Grand Commandery 
on October 11, 1966, and I trust that the record of this 
Templar year will justify your confidence in my ability. At 
the outset, I had every reason to believe that after over 
forty years in my business, I was to be granted by a very 
fine and generous employer as much time as was necessary 
to pursue the important business of the Grand Comman- 
dery. That was, however, before the underworld declared 
war upon the Armored Car Operators in the United States 
and Canada. I was able, through their help and understand- 
ing, to attend to most of my visitations and duties. Some of 
them had to be foregone when it was necessary for me to 
help in our crisis. I have made many friends in traveling 
around the North Atlantic Department. I have but to look 
at the calendar to realize the relentless passing of time and 
J am very humble in my gratitude to the Great Architect of 
the Universe for blessing me with the health and strength 
to permit me to fulfill to the best of my ability the duties 
of the office of Grand Commander. 

At the start of my term of office last October, I re- 
marked that we could expect at least 425 deaths in our 
membership. How close I was to that prediction is born out 
by the number recorded as of June 30, 1967. There were 
many distinguished Templars, Grand Officers and Past 
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Commanders who have sheathed their swords for the 1 
time in this earthly asylum. Among them were: ae 


Sir Knight Karsten H. Sandmo—Emi 
Senior Warden per pr ot Ora 


Died June 25, 1967 


Eminent Past Commander Coeur de Li y 
No. 34—Medford, Mass. aaa 


Sir Knight William T. O’Neil—Emi i 
a eil—Eminent Associate 
Died March 27, 1967 


Eminent Past Commander Sprinefi 
No. 6—Springfield, Mass. Eee Hy, SROanReNy 


My God, My Father, while we stray 

Far from our homes on life’s dark way 

Oh, teach us from our hearts to say, 
Thy Will be done. : 


We will now suspend and listen t 

f o the Report 
Committee on Necrology and pay further elite aoe 
our departed Sir Knights. : 


REPORT OF THE NECROLOGY COMMITTER 


September 19, 1967 


To the Right Eminent Grand Com 
1 mand r 
of This Grand Commandery of Emiettarberola: ee 


Sir Knights :— 


Words are poor tools with whic i i 
ation which all our hearts would ie 
distance between abstractions and living realit fe of be 
great, but never more baffling than when we i 9 ee 
the meaning conveyed by those who lived tnt th Iy a 
us and gave themselves fully to the Great Em Sa MN i 
we od through this great fraternity. ean Se 

am helped, however, by noting ti "7 
the Christian hope, our Sir Tei WoNeh ee ce 
did when they were still with us, at the point ae let 
most need renewal and confirmation in the wo a £ TT me 
plary and Christian living. In this memoria] "ee 
given me the words which I bring to you. “The oe 
does not blot out the stars; it only makes them shi = reid 
brightly.” This thought, joined with that of the nope of ala 
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who said, “The spirit of man is the candle of the Lord,” 
suggests the ways in which our Sir Knights let their light 
shine upon us. 

First, they brought to us the light of faith, victory 
beyond defeat, triumph beyond tragedy. They looked for a 
city with foundations whose builder and maker is God. 

Second, they brought to us the light of truth; more 
than correct ideas and logic. Christian living means living 
for God in the service of man. 

Third, they brought to us the light of love. This was 
shown by their spirit of utter self-giving which marked 
their daily work. 

Records tell that 410 Sir Knights of this Grand Com- 
mandery have passed on during this year and we now 
record our love and concern, our tribute and our sympathy 
to their loved ones, to the loved ones of deceased Sir 
Knights of other jurisdictions we extend our sympathy. 


“O Love, that wilt not let me go, 
LTrest my weary soul in Thee; 

I give Thee back the life I owe, 

That in Thine ocean depth its flow 
May richer, fuller be.” 


Today the lives of our Sir Knights are richer, fuller, 
crowned with eternal glory, enshrined forever in the heart 
of God. We hear the echo of the trumpets which have 
sounded for them on the other side. We see the lights they 
have left to guide us in our journey—the light of faith, the 
light of truth, the light of love. 

Courteously submitted, 
Rev. W. Irving Monroe, Jr. 
For the Committee 


DECEASED MEMBERS OF THE GRAND COMMAND- 
ERY OF KNIGHTS TEMPLAR AND THE 
APPENDANT ORDERS OF MASSACHU- 
SETTS AND RHODE ISLAND 


Commandery Past Commander Date of Death 
Boston No. 2 Frank Brown Ells May 4, 1967 
Washington No. 4 James Peter Luth June 24, 1966 

Ludlow P. Mahan June 18, 1967 

Worcester County No. 5 John W. Abbott April 17, 1967 

Burt Leroy Knowles Feb. 2, 1967 

Springfield No. 6 Nathan S. Garrison Mar. 12, 1966 

William J. O'Neil Mar. 27, 1967 

De Molay No. 7 Ernest Dudley Chase Aug. 26, 1966 
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Holy Sepulchre No. 8 
Pilgrim No. 9 

Palestine No. 10 
Haverhill No. 14 

Sutton No. 16 

St. Omer No. 21 
Connecticut Valley No. 23 


Narragansett No, 27 
Bristol No. 29 
Northampton No. 30 
Natick No. 33 

Coeur de Lion No. 34 
Gethsemane No. 35 
Athol No. 37 


Cyprus No. 39 
Cambridge No. 42 


Ivanhoe No. 46 


Quincy No. 47 
Reading No. 50 


Thomas Smith Webb No. 51 


John M. Cochran 

Alvah Hunt Weaver 
Olaf Tveekren 
Frederick James Caswell 
Harry Ostenfield 
Kingdom R. Watt 
Harold H. Greene 
Frank A. Millett 
Herbert Edward Sisson 
John Francis Dobrednia 
Lewis Sheperd Chilson 
Frank G. Maguire 
Rodney Sumner Adams 
Earl Lesley Hatch 
Karsten H. Sandmo 
Harold L. Burr 

Perey L. Colon 
Raymond Henry Watson 
Harry BE. Astley 

James Foster 

Henrik A. Osterlund 
Alvin C. Booth 

Henry A. Fisher 

Earl Congo Stevenson 
Raymond D. Toothaker 
Fred Burns Bell 

George Arthur White, Jr. 


IN MEMORIAM 


DECEASED PAST GRAND COMMANDERS 
OF OTHER GRAND JURISDICTIONS 


Alabama 


R. E. Sm 
Arizona R. E. Sir 
California R. E. Sir 
Towa, R. BE. Sm 

R. E. Sir 
Kentucky R. E. Sir 

R. E. Sir 
New York R. E. Sin 
Ohio R. E. Sm 

R. E. Sir 

R. E. Sm 
Oklahoma R. E. Sm 
Oregon R, E. Sm 
Maryland R. E. Sm 
Mississippi R. E. Sir 
New Jersey R. E. Sm 
New Mexico R. E. Sir 
New York R. E. Sir 
Pennsylvania R. E. Sm 

R. E. Sir 
South Dakota R. FE. Sr 
Tennessee R. E. Sir 
Vermont R. E, Sin 
Virginia R. E, Sm 
Wisconsin R. E. Sir 

R. E. Sir 
Wycming R. E. Sir 


Henry J. Porrer, Jr. 
Carey Burteson WiLson 
Granp ARDEN VAN VALIN 
THOMAS HE. BRoByN 

Eart H. Winpers 
Wittiam JuLran Brake 
WM. ALLEN ARMSTRONG 
E. Sranrey Pier 

Sypney C. Parrrincr 
Bart T. ArmMesy 
Lacutan M. MacDonarp 
WALLACE R, Pearson, Sr. 
Lor LiverMore Syopcrass 
ADAM Brown CaLpWELt 
Oscar Harrness Jonnson 
Myron WILbur West 
Joun W. Hanners 
Harry Sanrorp BAnKs 
WILLIAM E. Montcomery 
Grorce M. Wesr 

Ernest A. Jones 

JAMES WALKER Kerr 
Aaron HiInMAN Grovur 
FRANK ALLERTON 

Roy Hoty 

Evperr WILLARD MILLER 
Soren G. JENSEN 
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Jan. 
Aug. 
Feb. 
Dec. 
May 
April 
May 
Oct. 
June 
Sept. 
Nov. 
Dec. 
Mar. 
Mar, 
June 
Sept. 
Dec. 
June 
July 
April 
Feb. 
Feb. 
April 
April 
Oct. 
Feb, 
Dec. 


Nov. 
Oct. 
Feb. 
June 
Dec. 
Sept. 
Jan. 
Nov. 
Aug. 
Oct. 
June 
June 
Oct. 
May 
Dec. 
June 
Dec. 
April 
Feb. 
May 
Mar. 
Feb. 
Dec. 
April 
Feb. 
Feb. 
July 


4, 
28, 
18, 
19, 
13, 
17, 
27, 
22, 
16, 
21, 
18, 
14, 


14, 

5, 
19, 
26, 
16, 

4, 
18, 
14, 

4, 
29, 
11, 
10, 
13, 
28, 


1967 
1966 
1967 
1966 
1967 
1967 
1967 
1966 
1966 
1966 
1966 
1966 
1967 
1967 
1967 
1966 
1966 
1967 
1966 
1967 
1967 
1967 
1967 
1967 
1966 
1967 
1966 


1966 
1966 
1967 
1966 
1966 
1966 
1967 
1966 
1966 
1966 
1967 
1967 
1966 
1967 
1966 
1966 
1966 
1967 
1967 
1967 
1967 
1967 
1966 
1967 
1967 
1967 
1966 


OTHER GRAND OFFICERS OF OTHER 
GRAND JURISDICTIONS 


Sm Kyigur Harry Wess Bunpy, 
Grand Recorder July 5, 1967 


RECEPTION 


On Friday evening, November 4, 1966, Hugh de Payens 
Commandery No. 20 K. T., Melrose, Mass. held a wonder- 
ful Reception, Dinner, and Entertainment at the Diplomat 
in Saugus, Mass. in my honor. Sir Knight Lester W. Bowen, 
the Eminent Commander, and Sir Knights Roy M. Reed and 
Robert E. Lewis, as heads of the Committee annanged an 
outstanding successful affair. I am very grateful for nea 
many Sir Knights, their lovely ladies, and eerie oe 
attended and contributed to an evening which wi - : 
membered by me forever. I am also grateful for the ear — 
Chapeau and Past Grand Commander s belt pried _ 
sented to me. I shall wear them in humility and rem: 
those whose generosity provided them. 


HONORARY MEMBERSHIPS 


It is with pride that I acknowledge Honorary Mem- 
-ship in the following Commanderies: 
= go es Lewis Commandery No. 18—Salem, Mass. 

Bristol Commandery No. 29—Attleboro, Mass. i 

St. Paul Commandery No. 40—North Adams, Mass. 

Orange Commandery No. a a ha ae 
Commandery No. 46—Gardner, . ; 

aT enieanat at all time to be worthy of these honors. 


VISITATIONS 


s my privilege to represent this Grand Com- 
ne a sorte 88 different occasions. Mrs. nouns bal 
T attended the Grand Conclaves in New Jersey, La 
Maine, Maryland, District of Columbia, — ts es 
York. It was also our privilege to attend the Eas _ sate 
Service on April 12, 1967 at Arlington National ~~ i 
The Rev. Howard R. Towne, D.D., Right Eminent po 
Prelate of the Grand Encampment, gave the message. T e 
United States Marine Band and United States ms Chor- 
us furnished the music. Following the service, a Cross of 
Lillies was placed at the Tomb of the Unknown Soldier. We 
then attended a fine breakfast at the Hotel Willard spon- 
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Colorado 


sored by the Grand Commandery of the District of Colum- 
bia. 

We also were received with honors by the Masonic 
Grand Bodies of Massachusetts and Rhode Island at all 
times. 

A complete list of my visitations will be on file in the 
Grand Commandery Offcie. 


DIVISIONS 


For the last three years the divisions were broken 
down into geographical line. This seemed to solve many 
problems with the exception of the fact that one officer 
had to spend most of his time in the Western part of 
Massachusetts. I requested Sir Knight Louis A. Beaudoin, 
Past Grand Commander, to act as Co-ordinator and Com- 
mander of the new Western Division, which assignment he 
graciously accepted, with each of the Inspecting Officers 
taking one of the inspections of these eight Commanderies, 
with the exception of the Grand Captain of the Guard who 
had two Commanderies. As follows: 


Springfield No. 6—Inspected by the Grand Generalissimo 

Berkshire No. 22—Inspected by the Grand Captain 
General 

Connecticut Valley No. 23—Inspection by the Grand 
Senior Warden 

Northampton No. 30—Inspected by the Grand Junior 
Warden 

Athol No. 37—Inspected by the Grand Standard Bearer 

St. Paul No. 40—Inspected by the Grand Sword Bearer 

nang a 45—Inspected by the Grand Captain of the 

uar 


St. Andrew No. 49—Inspected by the Grand Captain of 
the Guard 


MARKING 


In the year 1966-1967, the marking was again done by 
a corps of Marking Officers under the direction of Sir 
Knight Thomas C. Brown, Eminent Inspector Instructor 
of the Grand Commandery. 
The Marking Officers were as follows: 


Sir Knight Wilbur F. Garabedian, Eminent Past Com- 
mander of Natick Commandery No. 33 

Sir Knight Norman R. Lowe, Eminent Past Comman- 
der of Jerusalem Commandery, No. 19 
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Sir Knight William F. Raymond, Eminent Past Com- 
mander of Holy Sepulchre Commandery No. 8 

Sir Knight Wayne E. Soucey, Eminent Past Comman- 
der of Coeur de Lion Commandery No. 34 

Sir Knight Warren C. Wilson, Eminent Past Com- 
mander of Athol Commander No. 37 


I do want to let these dedicated Sir Knights know how 
very grateful the Grand Commandery is for their dedicated 
service and to compliment them. They were fair and most 
courteous in their application and judgement of the Ritual 
and Tactics. Thank you, Sir Knights. 


MEMBERSHIP 


This year, the quota was based upon 850 petitions for 
membership, but only 370 were knighted, so again we show 
a net loss of 258, which is a larger loss than last year. This 
is no doubt the greatest disappointment of the year to me. 
Although we can give many reasons for this, such as the 
prerequisite bodies having shown larger losses, the fact 
remains that we could have done much better, had we only 
worked a bit harder and devoted a greater effort to this 
endeavor. Our Membership Committee was appointed by 
districts under the Chairmanship of Sir Knight Ralph L. 
Connelly E.P.C. who did his level best to stir up enthusiasm 
throughout the whole year. Not receiving the full support 
of the Constituent Commanderies, some of whom only had 
figure-heads for their Membership Committee and some 
Commanderies who did not even appoint a Membership 
Committee, is was a most difficult assignment. I personally 
thank those whose efforts produced the lion’s share of our 
candidates this year. I just wonder how long we can 
survive continuing to show these annual losses. I believe 
that the quota system can work if we will all work at it. 


YORK RITE FESTIVALS 
Three York Rite Festivals were held as follows: 


1—Bay State Commandery No. 88—Brockton, Mass- 
achusetts on Saturday, February 4, 1967 
2—Springfield Commandery No. 6—Springfield, 
Massachusetts on Saturday, March 4, 1967 
38—Hugh de Payens Commandery 20—Melrose, Mas- 
sachusetts on Saturday, April 22, 1967 


At most of these meetings, the Grand High Priest of 
the Grand Chapter and the Grand Master of the Grand 
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Council or their representatives were present. Due to the 
fact that I was out of the state on March 4, I was unable to 
attend the Festival at Springfield. 


These meetings were very well attended and aided in 
securing a large portion of the candidates this year. They 
afford an opportunity for those prospective candidates who 
cannot wait for the slower process of the regular degrees. 


SUSPENSIONS AND DEMITS 


On October 21, 1966 in my Instructions to the Officers 
of the Grand Commandery for 1966-1967, I made the 
following comment and request relative to Demits & Sus- 
pensions: “Our best efforts could and should be expended in 
saving for Templary those Sir Knights who have once been 
a part of our Order, but who through apathy, illness, and 
even disinterest, have fallen by the wayside. It is my firm 
belief that much progress could be made in the department 
of demits and suspensions. I do want to know the WHY 
im each case of a suspension or demit. Before we suspend 
AN: Y member, we should find out why he is in arrears. If 
he is financially unable to pay his dues, your Commandery 
can and should remit them by using the various Charity 
and Relief Funds available in most Commanderies. In 
many cases, the elderly and infirm Sir Knights who have 
failed to make their circumstances known because of pride, 
ieee and to many who have been faithful members over the 
ae to be Suspended comes as a crushing blow to these 
indigent Sir Knights. Won’t you please pray about this 


ote work toward a solution which can and must be 


The reg 


unsatisfacto: Ponse to this appeal was negligible and very 


ry ; minimal to say the least. 
THE TEMPLAR 


y bulletin has been in existence for twenty 
year, it is recognized as the representative 
rand Commandery to keep our Constituent 
: and the Grand Officers informed as to the 
Se of our various projects that are applicable to 

nights Templar for the betterment and progress of Tem- 
plary. The statistical sheets each month show the percent- 
age of petitions received against the quota attainment and 
the progress of the Knight Templar Eye Foundation Life- 
Sponsorship Program, thus permitting our Commanders, 
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This monthl 
years. As of this 
organ of the G 
Commanderieg 


Councils, Recorders, Grand Officers, and Committeemen 
to note and compare the results of their efforts in relation 
to other Commanderies. Although increased costs of print- 
ing and mailing are important factors in the issuing of the 
Templar, I believe its publication should continue and be 
expanded to as many officers as possible. 


GRAND COMMANDER’S BALL 


The Grand Commander’s Ball was held under the 
auspices of the Presiding Council’s Club on Saturday, 
March 11, 1967 at the Diplomat, Route One, Saugus, 
Massachusetts. The excellent program included a reception, 
an exhibition drill by a team from Sutton Commandery No. 
16—New Bedford, Massachusetts, several speciality acts, a 
Grand March, and dancing to the music of Ralph Cannon’s 
Orchestra. 


DISPENSATIONS TO RECEIVE AND BALLOT ON 
SAME AT THE STATED CONCLAVES OR AT 
SPECIAL CONCLAVES 


In accordance withe the specific powers granted to the 
Grand Commandery by ARTICLE VIII, Section 2 of the 
Constitution and Regulations of this Grand Commandery, 
to permit Constituent Commanderies to receive petitions 
and ballot thereon at the same or Special Conclaves after 
such notice as he may deem proper. I granted Dispensa- 
tions to RECEIVE AND BALLOT during 1966-1967 upon 
petitions at the same or Special Conclaves as follows: 


Number of 
Petitions _ 
1966 Holy Sepulchre Commander y_No. 8 
on 28, 1966 De Molay Commandery No. 7 
2 Oct. 7, 1966 Natick Commandery No. 33 
2 Oct. 17, 1966 Newburyport Commandery No. 3 
2 Oct. 26, 1966 Springfield Commandery No. 6 
6 Oct. 27, 1966 Boston Commandery No, 2 
1 Nov. 1, 1966 Trinity Commandery No. 32 
ab Nov. 7, 1966 St. John’s Commandery No. 1 
2 Nov. 15, 1966 Springfield Commandery No. 6 
2 Noy. 16, 1966 Boston Commandery No. 2 
sl Dec. 5, 1966 De Molay Commandery No. 7 
2 Dec. 7, 1966 Natick Commandery No. 33 
1 Dec. 7, 1966 Woonsocket Commandery No. 24 
1 Dec. 19, 1966 Coeur de Lion Commandery No. 34 
1 Dec. 30, 1966 Boston Commandery No. 2 
2. Jan. 10, 1967 Jerusalem Commandery No. 19 
3 Jan. 16, 1967 Coeur de Lion Commandery No, 34 
L Jan. 19, 1967 Holy Sepulchre Commandery No. 8 
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1 Jan. 24, 1967 De Molay Commandery No. 7 

it. Jan. 24, 1967 Natick Commandery No. 33 

1 Jan. 24, 1967 Cambridge Commandery No. 42 

a Jan. 26, 1967 St. John’s Commandery No. 1 

3 Jan. 30, 1967 Woonsocket Commandery No. 24 

1 Feb. 9, 1967 Natick Commandery No. 33 

1 Feb. 16, 1967 Trinity Commandery No. 32 

1 Feb. 16, 1967 Boston Commandery No. 2 

1 Feb. 16, 1967 Jerusalem Commandery No. 19 

di! Feb. 21, 1967 South Shore Commandery No. 31 
nh Feb. 21, 1967 Woonsocket Commandery No. 24 
1 March 8, 1967 Northampton Commandery No. 30 
1 March 15, 1967 Boston Commandery No. 2 

ze March 22, 1967 De Molay Commandery No. 7 

1 April 4, 1967 Cambridge Commandery No. 42 

2 April 10, 1967 De Molay Commandery No. 7 

vi April 16, 1967 Reading Commandery No. 50 

a April 16, 1967 Calvary Commandery No. 13 

iL April 16, 1967 Hugh de Payens Commandery No. 20 
2 April 18, 1967 Natick Commandery No. 33 

4 April 20, 1967 Natick Commandery No. 33 

2 April 20, 1967 Newburyport Commandery No. 3 
1 April 21, 1967 Coeur de Lion Commandery No. 34 
1 April 21, 1967 Hugh de Payens Commandery No. 20 
1 April 21, 1967 Gethsemane Commandery No. 35 
1 April 27, 1967 Olivet Commandery No. 36 

9 April 27, 1967 Coeur de Lion Commandery No. 34 
1 May 3, 1967 Natick Commandery No. 33 

1 May 9, 1967 Thomas Smith Webb No. 51 

3 May 12, 1967 Sutton Commandery No. 16 

1 June 13, 1967 Thomas Smith Webb No. 51 

1 June 30, 1967 De Molay Commandery No. 7 


DISPENSATIONS GRANTED FOR OTHER PURPOSES 


September 19, 1966—South Shore Commandery No, 31 K.T. to hold a 
Special Election for the Office of Captain General, 


September 20, 1966—Cambridge Commandery No. 42 K.T. to hold a 


Special Election for the office of Commander and such other Of- 
ficers as may be necessary. 


September 29, 1966—Bay State Commandery No. 38 K.T. to hold a 
Special Election for the office of Junior Warden and Trustee 
and such other officers as may be necessary. 


October 11, 1965—Godfrey de Bouillon Com 
hold a Special Election for the office of 
other officers as may be necessary. 


mandery No. 25 K.T. to 
Junior Warden and such 


February 23, 1967—Presiding Councils Club for all Commanderies to 
appear in public on Saturday, March 11, 1967, at the Diplomat in 
Saugus for the Grand Commander’s Ball. 


March 17, 1967—Haverhill Commandery No. 14 K.T. to hold a Special 


Conclave on April 22, 1967, in the apartments of the Charles C. 
Dane Blue Lodge in Georgetown, Mass. 


July 29, 1967—Jerusalem Commandery No. 19 K.T. to 
4, 1967 in Fitchburg’s Civic Day Parade. 


September 1, 1967—Athol Commandery No. 37 K.T. to hold a Special 
Election for the Office of Generalissimo and such other officers 
as may be necessary. 


parade on July 
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¥ 5 hold a 
September 5, 1967—Old Colony Commandery No. 15 K.T. to 
mi Special lection for the office of Generalissimo and such other 
officers as may be necessary. 


RELEASES OF JURISDICTION RECEIVED 


March 28, 1967—HAVERHILL COMMANDERY No. 14 KT... Haver- 
hill, Mass., received a Release of Jurisdiction from DeWitt Clin- 
ton Commandery, Portsmouth, New Hampshire, over Companion 
David Randolph Jordan. 


il 27, 1967—BETHANY COMMANDERY No, 17 K.T., Lawrence, 

ATE received a Release of Jurisdiction from Saint George Com- 
mandery of Nashua, New Hampshire, over Companion John An- 
thony Ronaldo. 


RELEASE OF JURISDICTION GRANTED 


October 24, 1966-—THOMAS SMITH WEBB COMMANDERY No. 51 
K.T. Cranston, Rhode Island, granted a Release of Jurisdiction to 
Hugh de Payens Commandery, Keene, New Hampshire, over Com- 
panion Harold 8S. Carver, Jr. 


APPOINTMENT OF GRAND REPRESENTATIVES 
RECEIVED 


ir Vood as Grand 

G—WISCONSIN. Sir Kt. Thomas K. Woo 
ee ee of the Grand Commandery K.T. of Massachusetts 
and Rhode Island to the Grand Commandery K.T. of Wisconsin. 


i ¥ Rep- 
i 7—MAINE. Sir Kt. Charles H. Peterson as Grand 
eet of the Grand Commandery K.T. of Massachusetts and 
Rhode Island to the Grand Commandery K.T. of Maine. 


ir 3 isdell, as Grand 

967—NORTH DAKOTA. Sir Kt. Urban Blaisdell, 
se ene of the Grand Commandery K.T. of Massachusetts 
and Rhode Island to the Grand Commandery K.T. of North Dakota. 


GRAND REPRESENTATIVES NOMINATED 


i d 

: 966—WISCONSIN. Sir Kt. Robert P. Beach, as Gran 
Revit istics of the Grand Commandery K.T. of Wisconsin near 
the Grand Commandery K.T. of Massachusetts and Rhode Island. 


, ; F F 
967—ARKANSAS. Sir Kt. Robert M. MacKenzie, as Gran 

ane aeertative of the Grand Commandery K.T. of Arkansas to 
ane Grand Commandery K.T. of Massachusetts and Rhode Island. 


gs cece , nl 

967—INDIANA. Sir Knight Leonard H. Hoft, as Gran 

aa ede es of the Grand Commandery K.T. of Indiana to the 
Grand Commandery K.T. of Massachusetts and Rhode Island. 


THOMAS SMITH WEBB MEDALS 


During 1966-67, thirteen Commanderies presented 47 THOMAS 
SMITH WEBB MEDALS to “40-year veterans.” 


Boston Commandery No, 2 .. 
Holy Sepulchre Commandery 


Calvary Commander: 

Haverhill eames Ga ie ryscal lous acleetemerer in Sait 
Hugh de Payens Commandery No. 
Bristol Commandery No. 29 
Northampton Commandery No. 3 
Coeur de Lion Commandery No 34 
Bay State Commandery No 38° code 
Cyprus Commandery No. 39 an 
Beauseant Commandery No. nj 
Quincy Commandery No, 47 
Reading Commandery No. 50. ee 


Total 


ROTHER wWoac 


FIFTY YEAR SERVICE BARS 


During 1966- 
Servite BAe 1967, eleven Commanderies presented “Fifty Year 


Total 
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STATE OF THE ORDER 


There ar i 
in all iendhe ad Surmises as to the cause of the losses 
organization tart he fraternity. There is no fraternal 
munities, or chan is not affected by changes in our com- 
in them, Also we — in the lives of the people who live 
suspense, and dine re experiencing a period of uncertainity, 
fraternity. A large it A hen will have much effect on this 
a state.ce inditferae rtion of our people are apparently in 


Bandilone, aE reli In these days of rapidly changing 


Templary to Kni 
ghts Te 
We must do our ee 
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Nothing is wrong intrinsically with Templary or Free- 
masonry. Apathy, lack of interest, and indifferent leader- 
ship is responsible for the adverse conditions in some 
bodies. This is proven by the fact that some are alive and 
doing, working and taking in new members. 


Naturally we are concerned about loss in membership. 
However, I feel at this time that it may be a real asset and 
will in the end benefit the fraternity. We can see today 
the association of the leaders in all branches of masonry 
discussing their individual problems with one another, 
coming to the final realization that the problem of one is 
the problem of all. Out of this must come a better feeling 
and a closer harmony between us. The acceptance of this 
knowledge that our troublesome problems can be much 
more readily solved by joint action on the part of all, will 
guarantee our survival and future progress. 


TRIENNIAL 


this was a Triennial Year of the Grand 


As you know, 
he United States of 


Encampment Knights Templar of t 
America. 

It was indeed the Golden Triennial and celebrated one 
hundred and fifty years of Grand Encampment. It was held 
in the city of Detroit, Michigan from August 19 to August 
24, 1967. On Saturday evening, August 19, a spectacular 
parade was held, It was one of the largest showings of 
Knights Templar that T have ever seen. Marchers numbered 
in excess of seven thousand, including many beautiful 
floats, bands galore, and mounted units. I am very proud 
to have led a delegation of some fifty Sir Knights from our 
Jurisdiction, with the majority of the Grand Officers pre- 
sent. Being the oldest Grand Commandery in Grand En- 
campment, we had the first position in the line. We 
marched through several of the main streets of Detroit, 
and ended at the Cobo Arena, We passed by the reviewing 
stand where the Most Eminent Grand Master Wilbur M. 
Brucker and suite reviewed the Parade. Although the 
weather was threatening throughout the march of a mile 
and a half, the rain held off until the Jast division, the 
fabulous sixteen platoon drill team of Detroit Commandery 
No. 1, some 100 strong, came along. They stuck it out as 
did those on the reviewing stand. Most of the feathers had 
dried out in time for the beautiful church service that was 
held in Cobo Hall on Sunday, Auguts 20, 1967, 
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Ten of our voting delegates were in attendance. A 
great deal of legislation was enacted at the many business 
sessions of the Triennial for the benefit of Templary. 

In order that there will be no misinterpretation of the 
amendments that were enacted, we will wait until they are 
sent to us in their final form. Some of these amendments 
were passed that will require action even though mandatory 
by our Grand Commandery and require a change in our 
Constitution. 

We were part of the group of the New England Grand 
Commanderies, namely Maine, New Hampshire, Vermont, 
Connecticut, Massachusetts and Rhode Island, that main- 
tained a hospitality suite in the Statler Hilton Hotel. Our 
ladies and Sir Knights were hostesses and hosts for one 
of the five days. Sir Knights Jack R. Baker, our Grand 
Captain General and his lovely lady Gloria, as General 
Chairman of this effort deserve much credit for a beautiful 
job well done. 

On the morning of August 24, 1967, we held a fare- 
well breakfast for all of our Sir Knights and their ladies 
who still remained in Detroit, Forty-three people attended. 
It was a very pleasant ending to one of the most interesting 
and active Triennials that I have ever attended. 


CONCLUSION 


The most difficult part of my report is this——it 
sounds so final, whatever I say here, I will, later on, wish 
that T had said something more, or something less, but once 
is down in print, I will never be able to change a word of 
It, 

My year has been a fruitful experience. To have been 
permitted to serve this Grand Commandery in various 
capacities over the past several years has been an honor, a 
challenge and very rewarding. First to be selected as a 
representative of this great Christian Order, and finally 
to serve as its titular head, to work for the advancement of 
Templary is a privilege granted to but a few. I have not 
ee what I had hoped; I wonder if anyone ever 

oes. 

I express my sincere thanks to the Grand Comman- 
dery Officers, the Past Grand Commanders, and the Grand 
Commandery Committees, all of whom have given me 
excellent cooperation and counsel whenever needed. I ap- 
preciate particularly the help given me go freely by our 
Grand Recorder Sir Knight G. Burton Long, Right Eminent 
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Past Grand Commander and the Office staff, Miss Fowler 
and Mrs. Bond, with whom the Grand Commander must, 
of necessity, collaborate a great many times during any 
year. It is my hope that I may be spared to serve Templary 
and Masonry in whatever way that I can for several more 
years. 

With that, Sir Knights, I consign your direction to our 
worthy incoming Grand Commander, and I pledge to him 
my constant support. I know that he will enjoy the loyal 
cooperation of our fine corps of grand officers, just as I 
have, and I do wish for him the very best of everything 
during his year at the helm of this Grand Commandery and 
of Templary in Massachusetts and Rhode Island. 

I would like to say now that my story is told, but I 
can’t just yet, because I still have some hours to spend in 
this hot seat of command, God’s richest blessings on you 
all and the Grand Commnadery Knights Templar of Mass- 
achusetts and Rhode Island. 

rteously submitted, 
ove e Patton, Jr., Grand Commander 


_ E. Sir G. BURTON LONG: R. E. Grand Com- 
mane oe I address a motion to the V. E. Deputy 
i mmander ? . 
eae GRAND COMMANDER: If you will, please. 

R. BE. SIR G. BURTON LONG: V.E. Deputy Grand 
Commander, I move you Sir that the report of the Grand 
Commander be accepted, his recommendations adopted, 
and the same be spread upon the records of our Grand 


andery. . . 
an ‘SIR GORDON C. PLAYER: Sir Knights, you 


have heard the motion. Is there a second? (Motion second- 
ed) All in favor of the motion please signify by extending 
the sword arm. Those opposed. It is a vote. ; 
THE GRAND COMMANDER: Thank you, Sir 
Knights, your cooperation and loyalty is appreciated. ; 
We will have at this time the report of the Committee 
on Christmas Offering and Good Cheer. 


REPORT OF THE COMMITTEE ON CHRISTMAS 
OFFERING AND GOOD CHEER 


Boston, Mass. 
September 19, 1967 


To the Officers and Members of this Grand Commandery 
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K. T. of Massachusetts and Rhode Island: 
Dear Sir Knights: 


It is with pleasure that your Committee reports that 
all fifty Commanderies contributed in the Templary year 
1966-1967 to the Christmas offering and Good Cheer. A 
total of $9,221.65 was contributed by the Sir Knights of our 
Jurisdiction. Although most commendable it is far short of 
our goal of $1.00 per member. 

We wish to comment that several Commanderies did 
not avail themselves of Official Order No. 1. This is writ- 
ten each year as a direct plea from the Grand Commander 
to the Sir Knights to contribute to this worthy cause. We 
feel that 100% cooperation by the Constituent Comman- 
deries would be mandatory if we are to attain our goal. 

“And as ye would 
also to them ene Cee RAEI diet iy a 8 


Courteously submitted, 
CHRISTMAS CHEER COMMITTEE 
G. BURTON LONG, CHAIRMAN 


wea SIR G. BURTON LONG: R. E, Grand Com- 
Cheat Oe ee that the report of the Christmas 
ee be a i ri ¥ 
(Motion, eecatded) ecepted and spread upon the records. 
THE GRAND COMMANDER: Si i 
€ ; : Sir Knights, you have 
| ee recommendation. All who favor it will extend 
baal tes Down hands. Opposed, the bridle arm. It 


Next we will h i 
Giatere dane ave the report of the Educational Foun- 


REPORT OF THE EDUCATIONAL 
FOUNDATION COMMITTEE 
Boston, Mass., September 19, 1967 


To the Officers and Members of the Grand Commandery 
K. T., Inc., of Massachusetts and Rhode Island 


SIR KNIGHTS: 

The Grand Encampment is makin i 

. . g a j 
revitalize the Educational Foundation ;Nadlee  y g 


mittee has been engaged for more than i 
> 1 a year, in for- 
mulating a revised set of Regulations and Standard Prac- 
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tices which are streamlined, modern and designed to meet 
the requirements of our present day student. 

While at the Triennial in Detroit, it was my privilege 
to participate in a group discussion of the proposed changes 
sponsored by the Grand Encampment. 


Among the points of interest emphasized were the 
necessity for all Jurisdictions to work under a common 
administrative plan, a unified method of procedure and a 
shortening of the time period from application to receipt 
of the loan. The Committee is working to the end that the 
revised Regulations will be sent us prior to the end of the 
year that 1968 may start with a more timely and more 
liberalized program thereby adding lustre to the public 
image of this outstanding Knights Templar charity. 

It is interesting to note that our Jurisdiction pre- 
supposed the Grand Encampment program with one of our 
own. This year we sent a letter to all 840 Symbolic Lodges 
in Massachusetts and 47 in Rhode Island. This same letter 
was also sent to the 93 Royal Arch Chapters in Massachu- 
setts and 16 in Rhode Island. (A copy of which is appended 
to this report). 

In it we gave a brief historical background, noting 
the benefits to and qualifications for an applicant and 
urged the dissemination of the information to the Bre- 
thren and their friends. 

Much favorable comment filtered back to the Grand 
Commandery office and several applications were sub- 
mitted. 

At the Annual Meeting in February of this year your 
Committee raised the limits of individual loans from 
$600.00 for a single year to $800.00 and from $400.00 a 
year for two years to $600.00 each year. 


It is interesting to note that through August 31, 1967 
we have made 66 loans for a total of $39,087.00. The Audi- 
tors report for the entire year of 1966 attests 61 loans in 
the amount of $27,390.00. Although this shows a healthy 
increase, we urge each Sir Knight to acquaint his friends 
with the facts of our Knights Templar Educational Foun- 
dation. 

Respectfull submitted, 
G. BuRTON LONG 
Secretary 
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Dear Brother: 


Back in 1922 the Grand Encampment of Knights 
Templar of the U.S.A. displayed great foresight in creat- 
ing the Knights Templar Educational Foundation. Its pur- 
pose was to assist, in a modest manner, those Juniors and 
Seniors who needed financial aid to continue in college. 
Since that date thousands of young men and women have 


been able to complete their education through money loaned 
by the Foundation. 


We enclose a pamphlet for your perusal which gives 
detailed information, Note the six major requirements 
necessary to qualify for a loan. We call your particular 
attention to the fact that this is a loan with interest and the 


applicant must sign a note together with a responsible 
endorser, 


’ While the student is in college interest charges are 
waived. Upon graduation repayment of the principal plus 
interest begins the January following a June graduation 
with minimum monthly repayment of principal, $5.00 per 
month the first year, $10.00 per month the second, etc. 
These are minimum requirements. No limitation is placed 


on the borrower amortizing as rapidly as he may find 
convenient. 


Loans are made irrespective of race, color or creed. 
The sole Purpose is to assist the youth of Massachusetts 
and Rhode Island in obtaining an education. We bring 
this to your attention that you may be aware of our Knights 
Templar Educational Foundation, Should you know of any 
qualified young man or woman who needs financial assist- 
ance to complete their last two years in college, last two 
years of graduate work or a two year vocational training 
course, we will gladly arrange for an interview with them 
here at the Masonic Temple, Room 405, 186 Tremont Street, 
Boston, Massachusetts, 02111-Tel. 617 426-1973. 


Courteously yours, 
G. BuRTON LONG 
Secretary 


P.S. We would appreciate your using such means as are at 


your disposal to inform all interested Brethren of the 
above. 
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EXHIBIT A 
GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
EDUCATIONAL FOUNDATION 
BALANCE SHEET 
DECEMBER 31, 1966 
ASSETS 
Cash in Bank and on Hand ...............00- $ 5,006.93 


Cash in Massachusetts Savings Banks 
Charlestown Savings Bank 


$ 20,000.00 


Home Savings Bank .... 58,000.00 

South Boston Savings Bank ...... 13,000.00 91,000.00 
Notes Receivable 

Student Loans—Current .........-+++e0es 149,596.77 

Student Loans—Doubtful  ...........+++++ 8,284.12 157,880.89 
Inventory—Stationery and Supplies ......---- 338.78 


$254,226.60 
LIABILITIES AND PRINCIPAL 
Accrued and Withheld Taxes 
Taxes withheld—Federal 137.52 


Taxes withheld—State .. 7.28 

FILC.A. Taxes ... qd tee 0 110.46 255.26 
Accrued Expenses ...-....e cece eee eee eect 450.00 
Due Committee on The Educational Foundation 

of The Grand Encampment ....--..+++++ 463.86 
Reserve for Unpaid Interest .....-.-++seeeree 600.83 
Principal Account (Exhibit C) ....-.-.++s++ 252,456.65 


$254,226.60 


R. E. SIR G. BURTON LONG: R.E. Sir, I move the 
acceptance of this report and its inclusion in the proceed- 
ings of the meeting. (Motion seconded) 

THE GRAND COMMANDER: Sir Knights, you have 
heard the motion and the second, All in favor of its adop- 
tion will extend the sword arm. Down hands. Opposed, the 
bridle arm. It is an order and I so declare it. 

Next we will have the report of the Uniform Com- 
mittee. 

R. E. SIR LOUIS A. BEAUDOIN: This Committee 
was appointed by R.E. Sir Patton, Grand Commander, to 
investigate the possibility of finding a uniform that would 
be adequate and less expensive than the one in present use. 
We call to your attention the four Sir Knights on the dais 
who are in Commandery uniform. We are considering only 
coats, trousers and belts in this presentation. The chapeaus 
and shoulder boards are being worn to show the effect of 
the complete uniform. 
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If the Sir Knights of this Jurisdiction are interested 
in a uniform that is substantially lower cost similar to this 
Pennsylvania uniform it would be in order for someone to 
submit a resolution to make such a change. This resolution 
would be voted on at the next meeting of the Grand 
Commandery, 

Thank you, gentlemen, for modeling. 

THE GRAND COMMANDER: R. E. Beaudoin, I 
appreciate the effort that has gone into this report. Do 
you have a resolution? 

: R. E. SIR LOUIS A. BEAUDOIN: I haven’t a resolu- 
tion. This Committee does not want to direct this Com- 
mandery. We think it should come from a Sir Knight here 
who might be interested in changing. 

R. Ez SIR G. BURTON LONG: R.E. Sir, do you have 
any objection if I move to adopt the report and spread it 
on the record? 

R.E. SIR ROBERT GARDINER WILSON, JR: R. E. 
Grand Commander, does the report advocate changing the 
present uniform? 

R. E. SIR LOUIS A. BEAUDOIN: No, just adopting 
the report. 

R. E. SIR ROBERT GARDINER WILSON, JR: It 
doesn’t advocate changing the unfiorm? 

R. E. SIR G. BURTON LONG: Merely a report. 

R. E. SIR ROBERT GARDINER WILSON, JR.: I 
second the motion with the suggestion that I still feel the in- 
formation of the sources of getting these uniforms and the 
Prices and addresses be made available in the office of the 
Recorder. 

THE GRAND COMMANDER: Sir Knights, you have 
heard the motion and second. Those in favor will signify 
by extending the sword arm. Down hands. Opposed, the 
bridle arm. I guess we take it from there unless there isa 
resoultion. Thank you very much, Louis, for your efforts. 

The next will be the report of the Grand Recorder. 


REPORT OF THE GRAND RECORDER 
September 19, 1967 


To the Officers and Members of this Grand Commandery 
K. T. of Massachusetts and Rhode Island: 


Sir KNIGHTS: 
Total Membership as of June 30, 1966 
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Gains: 


Knighted 370 
Affiliations .... 13 
Reinstatements 24 
407 
Losses: 
Demitted 
Suspended 
‘Deaths ......0-000+ ‘ 
Errors ...---+ees++s 665 
Net LOSS oo... eececeeeeeeew cece eeencceenees 258 258 
Total Membership as of June 30, 1967........ 13,807 


12,021 Loss 202 


Massachusetts ..-..--eeee eee eeeeerreteee 1'786 Loss 56 


Rhode Island ......-.sseeeseeetrreertees 


13,807 258 


Courteously submitted, 
G. BuRTON LONG, 
Grand Recorder. 


R. E. SIR G. BURTON LONG: I move you, Sir, that 
these reports be accepted and spread upon the record, sub- 
ject to confirmation by the Auditor. (Motion seconded) 

THE GRAND COMMANDER: You have heard the 
report and the second. All those in favor of the acceptance 
will extend the sword arm. aoe nents: Opposed, the 

ri . It is a vote and I so declare it. | ; 
“a fie would like to call on Sir Knight J. Henry 
Johnson, the representative of the Grand Master of Masons 
in Massachusetts, M.W. Thomas A. Booth, for a few words. 

SIR KNIGHT J. HENRY JOHNSON: R. E. Grand 
Commander, distinguished guests and Sir Knights all. 
Knights Templar as you all well know exists to-day as a 
Fraternal Order and not as a Military and Religious Order 

i lar of old. 

= ai eceos the Goonunndeniea have taken the names of 
the valiant young French Knights who founded the Knights 
Templar, such as Hugh de Payens and Godfrey of St. Omer. 
Others have taken the name of some of the greatest church- 
men of the day, notably St. Bernard, through whose inter- 
cession with Pope Honorious II, the Knights Templar re- 
ceived Papal Recognition and were given a rule similar to 
that under which the Monastic Orders were governed. 

The original purpose of the organization founded by 
these young Knights, was to guard the road between 
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Jerusalem and Acre, the Jerusalem Port on the Mediter- 
raean. They were provided with a suite of rooms in one 
Licey ag King Baldwin II Palace in Jerusalem, which stood 
a discal be site of King Solomon’s Temple and thus 
ee — nown as Knights of the Temple or Knights 
Other Commanderies have taken the name of some of 
= Ree Be ai of the Knights Templar, particularly 
Cie Mister ce who was the last and most famous 
pas poser Ny the Knights Templar, an organization 
ps s oy Hl 186 years and which came to an abrupt 
eet a na punts death of Jacques DeMolay who was 
Sine, Manch ie eet as the Island of Cite of the River 
nee ees nap of Jacques DeMolay still lives on how- 
Sle mee Order of DeMolay, founded by the late 
following con we March 18, 1919, 605 years to the day 
mee eath of Jacques DeMolay. It is to this great 
; 1on of Youth, to which I would like to direct 
your gate for a few moments. 
oe J se of DeMolay is, as you may or may not 
ship : fers a organization of its kind, with a member- 
recta Me a3 i men with 2,340 Chapters spread 
aa te e United States, Canada, Japan, Phillipines, 
Bia ; re and Germany. Every Chapter must be 
oe Delos . Master Masons in good standing. The Order 
ade 2 Sane, is in no sense a Junior Masonic Body 
series m. ership therein entitle a senior DeMolay to 
ome pera thes fe Manone Fraternity, but it is indeed a 
had ee in the cb ope eee ashen denies 
Giticene yen purpose of DeMolay, is to make Junior 
matty hoe great country so when they reach their 
mani el may take their rightful place in their com- 
homens epee state and nation, not losing sight 
Eo oS eat moral precepts of filial love, rever- 
ra oe i a comradeship, cleaness and patriot- 
otente se well as In war, which this great organiza- 
ie cers to inculcate upon its membership. 
of cll can ae of the Order of DeMolay, like the knights 
ee oe eg me and trained. Every organization 
nenssine So to speak, if it is to continue to grow 
At this point, I am not narrowing my r 
to the Commandery alone, but rather ie 2 rine is ‘its 
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broadest aspect, and say, that in my opinion, Freemasonry 
is missing a great opportunity by not giving its fullest 
support that it should and is capable of, to the young men 
of this fine organization. I do not mean financial support, 
altho this is always welcome and necessary, but rather by 
giving support to these young men by attending their 
meetings, by serving in some capacity such as an Advisor, 
assisting the Scribe which corresponds to a Recorder, or 
assisting the Treasurer, or acting as Athletic Advisor, or 
acting as a Ritual Advisor, thereby showing them we do 
not simply give lip service, put that we back them with 
deeds thereby showing that we are genuinely interested in 
them, their work and what the Order of DeMolay is en- 
deavoring to teach these young men. 

It is by this type of service that we thereby stimulate 
in these young men, a sincere desire to want to join 
Masonry, and thereby provide that fresh blood of which I 
spoke of a moment ago. I can speak from experience, 
because I was a former DeMolay, which gave me a wonder- 
ful training and which helped me tremendously when I 
became a Mason. 

The point I wish to make however, is this, it was 
because of the interest that the Masons of my day took, and 
the services which they rendered to the organization and 
yes, the picture of the plummed hats of the Sir Knights of 
St. Omer Commandery No. 21 K. T. which hung on the 
wall at the Masonic Apartments of Uphams Corner, Dor- 
chester, Massachusetts of which our late beloved George 
Weeks was a Past Commander, that engendered my desire 
to want to join Masonry and which I did upon reaching 
my majority. 

I could cite other former DeMolays who have become 
active in Masonry and who shared the same experience of 
which I spoke. 

Let us therefore, not become smug and complacent in 
our own sphere of operations as Masons, but rather let us 
invest some of our time, talents and services in these fine 
young men of the Order of DeMolay, who will be the men of 
to-morrow and yes the Mason of to-morrow if we will but 
do our share. 

Nothing worthwhile is obtained without effort and 
hard work, Let us above all, not ask what DeMolay can do 
for Masonry, but rather, what Masonry can do for De- 
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me ee GRAND COMMANDER: Thank you, R. W. At 
S time I would also like to have M. W. Robert W. Mark- 


ham, Jr., Grand M. ° 
a few words to us. aster of Masons of Rhode Island, to say 


a deg el W. MARKHAM, JR:. R. E. Grand 
shor Mecane : istinguished guests, Sir Knights and Bro- 
ais tetas . = is indeed a pleasure and a privilege and 
every one of fs 4 be here today and to bring to each and 
Grand Lo oe pe e warm fraternal greetings of the M. W. 
Free and Accent the Most Ancient Honorable Society of 
Pl pted Masons of Rhode Island and Providence 


antations. ! 
wishes, » and my own personal greetings and best 


Yester ‘ 4 i 

ine ee ks Aes oes an article in the Secret Place, which 
andl it gaoke ae ooklet some of you may be familiar with, 
exercie ie speaker who was addressing a graduation 
Sit Franeis os took as his theme the New Atlantis by 
sunk shafts 4 — He proceeded to explain how men 
was going nto the depth of the ground to find out what 
built lee in the depths of the earth, how they had 
obtain Gtsaia. we what went on in space, and how to 
we have sitaca e have made great strides in science, 
a. these. a sound, sound waves, television. We have 
apparently a Aan new scientific things. But we are 
think if an closer to Utopia than we have ever been. I 
pages the cant ae any paper you will see on the front 
TaCe riots i crises that are facing our world, with 
It seetase : strikes in industry, and everything else. 

€ are far from Utopia at the present time. 


Later i “ 

upon to venkat ceremony Sir Wilfred Grenfell was called 

how we can tod a and he said very briefly, “I know 

that is by puttin ¢ trom the New Atlantis to Utopia and 
& into application the lessons learned from 


our Lord Jesus Christ” : 
can do much in ae I think we as Christian Masons 


naa Altar in Commandery an 
a ied Blue Lodges. I think in Masonry soda = 
— ere bike sinking shafts, searching for the things 
i Bele asonry. I think if we went back to the basic 
conta a onry and put into daily practice the faith, the 

pe an e charity and the other teachings of Free- 
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masonry that Masonry would grow. We wouldn’t be con- 
cerned with lack of interest. 


I call on each and every one of you as you go back to 
your Commandery and as you go back to your Blue Lodge 
and more especially as you go out in your daily living to 
live as you have been taught to live by the precepts of 
Masonry. I am sure that others will be brought into our 
fold by your example. I think if you would look back and 
analyze the reasons why you joined Masonry you would 
find largely it was because you were brought to it by the 
type of man who was associated with Masonry. 


I myself was brought into Masonry through two oc- 
casions. One was a parade of Knights Templar in Provi- 
dence. I think it was in the year 1935 approximately. As 
these Knights Templar paraded by me I recognized many 
men whom I knew and respected in the community. I made 
inquiry. The pastor of my church signed my application 
and he also was a Knight Templar and a Grand Chaplain 
of the Grand Lodge. The other man was also a Knight Tem- 
plar. This was what brought me to Masonry because I 
respected these men and what they stood for. They were 
outstanding men morally and spiritually and they lived 
Freemasonry. I am happy and proud that they have helped 
to instill in Freemasonry in my Lodge and in my Com- 
mandery the spirit and teachings that were brought us in 
this Holy Book. 


R. E. Grand Commander, I share with my colleague, 


R. W. Johnson, the interest in DeMolay and I thank the 
Commandery as Executive Officer for DeMolay for Rhode 
Island for the cooperation and help they have given to 
me in that capacity. I agree that the future lies with our 
young people and if we do not provide the leadership for 
our young people Masonry will suffer from it. 

I wish to thank you for the courtesies extended to Mrs. 
Markham and myself and wish for the Grand Commandery 
success in the years ahead. Thank you very much. 

THE GRAND COMMANDER: Thank you. At this 
time I will call for the report of the Grand Treasurer. 

R. E. SIR ROBERT GARDINER WILSON, Jr.: R. E. 
Grand Commander and Sir Knights, I can smother you 
with figures but unless you object I will read you the more 
important items. 
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EXHIBIT A 


THE GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
GENERAL FUND 
GRAND RECORDER’S CASH SUMMARY 
For THE FISCAL YEAR ENDING AUGUST 31, 1966 
Arrears COlSCtEd cag oy os vans Goesies sae ann enemeninn ae an ens $ 289.05 


Per Capita Dues .. 17,299.95 
Candidates’ Fees 


Sigisereerere 2,555.00 
Thomas Smith Webb Medals 206.95 
Diplomas and Engraving ... 654.00 
TaCHCS ssa etcwinepo. 26.00 
Official Orders mente 203.56 
Eye Foundation Assessment 13,381.00 


Dues Cards! wcosees cases ste 884.49 
Annual Conclavyes—1965 3,241.77 
Annual Conclave—1966 41.54 
Interest—Savings Banks . 188.12 
HO) Wear Bare: re cs.ai seen’ 14.30 
Grand Encampment Constitutions . 19.25 
Sesquicentennial ..............0000-5 ie 300.00 


$41,598.15 
EXHIBIT B 
THE GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
GENERAL FUND 
GRAND TREASURER’S CASH SUMMARY 
For THE FISCAL YEAR ENDED AUGUST 31, 1966 


Balance September 1, 1965 .......0....0ceccccececcececcee $19,599.49 
Yd ra ects si cnnsessindniare ex 41,598.15 


TIGER reset seta ap ada Pumteen ay oh dy ne dsletesenmce ae ad $61,197.64 


Per Capita Tax 


sie ot ava woe ace wie ils ay TT --$ 2,566. 
Eye Foundation “ee 


-» 13,381.00 
++ 6,118.04 


oa 200.00 
Annual Proceedings 1,189.97 
Group Meetings 227.90 
Promotional .. 327.65 
Public Relations . 337.75 
Inspections ..... W797 
Exemplifications ....................., scaneresere ae 6 194.12 
Salaries: 
Grand Recorder $2,111.50 
Secretary « 2,477.00 
ERCABUTEL £5 siedis.nisdisiers sincera sees. 500.00 
Total, ac cca BPlnsherenso mascara $5,088.50 
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Less—Payroll Taxes Withheld 912.00 4,176.50 
Social Security Taxes 204.08 
Federal and State Taxes Withheld 1,125.08 
Massachusetts Unemployment Taxes . sia 60.88 
Miscellaneous and Contingent ..... as 601.56 
Repairs Grand Commander’s Jewel ik 65.00 
Printing and Postage ......-.-++: « 1,362.64 
RONG sccowsas a0 satus 2,000.00 
Insurance and Bonding .- 259.68 
BMUGIE) x carcasses ai aacwonie . pa 
Office Supplies . oe aor 
Telephone wee eooln 
Grand Commander’s Fund Be 
Part Time Office Help -. SECO 
Marking Officers -- aoa 
Sesquicentennial ......-.--- S004 
Thomas Smith Webb Medals . aie aL 
Rituals: .<. sa caves gages 
Diplomas 429°70 
50 Year Bars .......++ aaah 
Blue Cross/Blue Shield ..- 4 pene 
Promotional and Membership : ee ay 
Dues Cards ......eseeeeeee creer eet teeeteteeeee 5 
Total Expenditures .-...-++++eeere eee e reece eee eeeee $41,465.25 
39 
Balance August 31, 1966 ...----+ereet treet ree eee tenet ee $19,732.3! 
aan Account—First National Bank of Boston..... $12,132.39 
‘aa 
se Fig en Savings Bank Book No. 19542.... 600.00 
Home Savings Bank Book No. 552368 ............. 7,000.00 
Total as abOVe .sssesses esse de cs oe ee we ewe css $19,732.39 
EXHIBIT C 


THE GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
GENERAL FUND 
COMPARATIVE STATEMENT OF INCOME AND EXPENSES 
For THE FISCAL YEAR ENDED AUGUST 31, 1966 


Actual 
Under or 

Over 

Actual Budget Budget 
ey ams Rear Cra eR oTANS . -$17,295.03 $17,107.20 $ 187.83 
Candidates’ Fees 2,555.00 2,750.00 195.00 
Other Income ...... 413.25 500.00 86.75 

Grand Fund Appropriation - 500.00 500.00 F 
Total Income ......-.++++++ $20,863.28 $20,857.20 $ 93.92 

EXPE 

reg $ 2,566.08 $ 2,566.00 $ 08 
«. 2,834.73 2,500.00 834.73 
1,189.97 1,200.00 10.03 


Printing and Postage 1,725.49 1,400.00 825.49 
Rent stteeees 2,000.00 2,000.00 00.00 
Inspections F 717.97 750.00 32.03 
Group Meetings .. 227.90 300.00 72.10 
Bond and Insurance ... 259.68 300.00 40.32 
Blue Cross/Blue Shield . 88.75 95.00 6.25 
Salary — Grand Recorder . 2,678.00 2,678.00 00.00 
Salary — Clerk ........... 2,477.00 2,477.00 00.00 
Salary — Grand Treasurer . 500.00 500.00 00.00 
Part Time Office Help .. 700.00 700.00 00.00 
Exemplifications a 194,12 200.00 5.88 
Grand Commander’s Fund ...... 500.00 500.00 00.00 
Public Relations — Publicity ... 337.75 350.00 12.25 
Promotional Activities ......... 327.65 350.00 22,35 
F.LCA. and Unemployment Tax. 256.79 300.00 43.21 
Repairs—Gr. Commander’s Jewel 65.00 65.00 00.00 
Marking Officers ............... 250.00 250.00 00.00 
Auditor settee eee eid 300.00 300.00 00.00 
Office Supplies «235.33 250.00 14.67 
Telephone .......... nemo  BAOLOT 300.00 59.73 
Miscellaneous and Contingent ... 493.68 500.00 6.32 
Total Expenses ............. $21,166.16 $20,831.00 $ 335.16 
Excess of Income or Hapenses ...... $ 402.88 $ 26.20 $ 429.08 
EXHIBIT D 


THE GRAND COMMANDERY of KNIGHTS TEMPLAR, INC. 
GENERAL FUND 
BALANCE SHEET As AT AuGuST 31, 1966 


ASSETS 

Cash 

First National Bank of Boston............. $12,132.39 

Ss. Weymouth Sav. Bank Acc. No. 19542. 600.00 

Home Savings Bank Account No. 552368 7,000.00 

PS EGY WASH Lh o.2'5 aight Arahat senate onoatantiotee 25,00 $19,757.39 
Furniture and Fixtures ..............00000.00es 1,981.69 
Inventories 

Diplomas 6.72 

Thomas Smith Ss. 132.00 

Grand Encampment Constitutions . 7.00 

Merit Badges ................... 42.75 

Printing, Postage and Supplies . - 790.96 

RIUCCAS  aiasiewinaisgiae waysieeareece -» 1,238.00 

Tactics : 395.00 

50 Year Bars ....... 135.00 

Registration Badges .. 50.00 

Grand Commandery Insignia ......... : 183.55 2,930.98 

Total, ASS6t8 ac ississwscsamgmanmasremenraay $24,670.06 
LIABILITIES AND NET WORTH 

Accrued Expenses ........ $ 566.50 


Deposits on Leased Rituals 220.00 
Ritual Account ..........06 1,300.00 
Reserve for Part Time Help 80.00 


Net Worth September 1, 1965 ...........+..-005 $23,106.44 
Deduct: Excess of Expenses Income— 
Exhibit C LE anes oa ome $402.88 
Transfer to Triennial Conclave 
ReServe vseeeeeeeecererere 200.00 602.88 
Net Worth August 31, 1966 .....+.-+eeeeeee eRe 22,503.56 
Total Liabilities and Net Worth.... $24,670.06 


EXHIBIT E 


THE GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
TRIENNIAL CONCLAVE RESERVE ACCOUNT 


Balance September 1, 1965 ....--+++eeeeeee rete tenses esse eee $1,295.18 


Onin from General Fund for 1967 Triennial. .$200.00 


Interest on Savings Account ..---.++ss+seeeeeee 65.25 265.25 


August 31, 1966— 
eee et Boston Savings Bank Account No. 189482....... $1,560.43 


EXHIBIT F 


THE GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
CARRIE E. SEITZ FUND 


94 
Balance September 1, 1965 ....-- $4,568. 
‘Add: Interest on Savings Account ...--++s+ssseeeeeeee + 189.91 


Total cece se cece cece cee eee e tenet eeenee eens er eeeee $4,758.85 
Deduct: 175.00 


August 31, 1966— 
Be South Weymouth Savings Bank Account No, 22847... - $4,583.85 


EXHIBIT G 


Tur GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
“MARTIN FUND” (A. KENNETH MARTIN) 


August 31, 1966— 
ee ae Savings Bank Account INO, B28336.6 ore cis es savers $1,000.00 


THE GRAND COMMANDERY 
OF KNIGHTS TEMPLAR, INC. 


GENERAL FUND 
AUDITOR’S REPORT AND CERTIFICATE 
for the 
FISCAL YEAR ENDED AUGUST 81, 1966 


I have examined the accounting and financial records of 
the Grand Recorder and the Grand Treasurer of The Grand 


39 


Commandery of Knights Templar, Inc. for the fiscal year 
ended Auust 31, 1966, and in connection therewith submit 
the following appended exhibits: 


Exhibit A—Grand Recorder’s Cash Summary 

Exhibit B—Grand Treasurer’s Cash Summary 

Exhibit C—Comparative Statement of Income and 
Expenses 

Exhibit D—Balance Sheet as at August 31, 1966 

Exhibit E—Triennial Conclave Reserve Account 

Exhibit F—Carrie E. Seitz Fund 

Exhibit G—Martin Fund (A. Kenneth Martin) 

Exhibit H—William F. West Fund 

Exhibit I—Conclave Reserve Account 


My examination was made in accordance with generally 
accepted auditing standards, and accordingly included such 
tests of the accounting records and such other auditing pro- 
cedures as I considered necessary in the circumstances. 


In my opinion, the accompanying statements, as listed 
above, present fairly the financial position of The Grand 
Commandery of Knights Templar, Inc. at August 31, 1966, 
and the results of its transactions for the fiscal year then 


ended, in conformity with generally accepted accounting 
principles. 


Em. Sir Robert P. Beach 
Certified Public Accountant 


Cambridge, Massachusetts 
September 27, 1966 


THE GRAND COMMANDER: Thank you. You have 
heard the report of the Treasurer. Is there a motion that it 
be received? 

A SIR KNIGHT: So move. 

THE GRAND COMMANDER: Is it seconded? (Mo- 
tion seconded) Regularly moved and seconded that the 
Treasurer’s report be received. All in favor extend the 
sword arm. Opposed, the bridle arm, It is an order and I 
so declare it. 


At this time we will have the report of the Trustees 
of the Grand Fund. 
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R. E. SIR ROBERT GARDINER WILSON, JR.: I 
am informed I get an encore due to the fact that E. Sir 
Bernard is not there. 


GRAND FUND OF THE GRAND COMMANDERY K.T. 
OF MASSACHUSETTS AND RHODE ISLAND 


Sir KNIGHTS: 


The Trustees of the Grand Fund present herewith the 
Report for the fiscal year ending August 31, 1967, in the 
appended hereto exhibits: 


EXHIBIT A—Statement of Income and Expenses 
for the fiscal year ended August 31, 
1967 

EXHIBIT B—Statement of Assets and Principal as 
of August 31, 1967 

EXHIBIT C—Schedule of Bonds, Stocks and Sav- 
ings Bank Accounts as of August 31, 
1967, and Related Income for the fis- 
cal year ended 


The accounts have been audited by Sir Kt. Robert P. 
Beach, Certified Public Accountant. 


EXHIBIT A 


THE GRAND COMMANDERY OF KNIGHTS TEMPLAR, INC. 
GRAND FUND 
STATEMENT OF INCOME AND EXPENSES 
For THE FISCAL YEAR ENDED AUGUST 31, 1966 


INCOME 
fee OP eaniy ne 
Saeed savings Bank Deposits .....-...++005 1,951.20 
Total INCOME ...0.0000008 he desis cade seeesccas ne $10,281.96 
EXPENSES 


Rental of Safe Deposit Box .... 
Trustees Meeting ee; 


Audit Fee .... 
Total) Txpenses! ox os as sis cecmananayewies v4 i yeas 186.11 
Net Income for the Veur" 5 a enamasereey 35. tis Faas $10,095.85 


EXHIBIT B 


STATEMENT OF ASSETS AND PRINCIPAL 
As aT AucustT 31, 1966 


ASSETS 
Bonds—at Book Value (Exhibit C) ............ 8,50! 
(Approximate market—$5,200) mua 
Stocks—at Book Value (Exhibit C) .......... 99,789.24 
: (Approximate market—$158,000) 
Savings Bank Accounts (Exhibit CO) saosscas 46,083.07 
Total ASSéts! sa svinagegeisieie ey ceinarerneraewace -_ $154,372.31 
PRINCIPAL 
Balance, September 1, 1965 ............ 
Bade eee Bini diate sie nee $140,904.23 
Grand Fund Net Income for the Fiscal Year 
. Ended August 31, 1966 (Exhibit A)....$10,095.85 
Gain on Sale of 94 Shares of American Tele- 
phone & Telegraph Co. ................ 3,075.09 
Restatement of Book Value of Shares of Mas- 
sachusetts Investors Trust to reflect 
value of capital gain dividends taken in 
stock in prior years ..............004 2,297.14 
aes $15,468.08 
Transferred to General Fund—Pro- 
motional and Membership...$1,500.00 
Unrestricted ..............0000, 500.00 2,000.00 18,468.08 
Total Principal ..............cccceeeeee ees $154,372.31 
EXHIBIT C 


THE GRAND COMMANDERY oF KNIGHTS TEMPLAR, INC. 


GRAND FUND 


SCHEDULE OF BoNnpDs, STOCKS AND SAVINGS BANK ACCOUNTS 
AS AT AUGUST 31, 1966, AND RELATED INCOME FoR 


THE FISCAL YEAR THEN ENDED 


Amount Bonds Book Value 
8000 Atchison, Topeka & Santa Fe Railroad— 
General Mtg. 4% 1995 .............. $ 3,000.00 


4000 Boston & Maine RR. “A” 414% 1970... 4'000.00 
1500 Boston & Maine RR. 1st Mtge. 6% 


SED? SEOGT). 4 sanac ations an. eesnrgscmenle ose. ase 

Boston & Maine R.R. Ist Mtge. 6% 
Series DU! QO6T xan we eh ge Fs 2G cee 1,500.00 
“ROUAIE: | Yisiicana bi do 2 Somnnnndermnrens 8,500.00 


Shares Stocks 
498 American Telephone & Telegraph Co... 14,779.87 
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Income 


$ 120.00 


360.00* 
90.00 


570.00 
6.70% 


1,117.70 


140 American Tobacco Company .......... 2,144.59 
200 Bimar Corporation—in liquidation 


(formerly Boston Insurance Co.) 9,100.00 
216 Chase Manhattan Bank ........... 4,050.65 
182 Chemical Bank New York Trust Co.... 3,531.35 
233 First National Bank of Boston ........ 3,977.27 
277 First Pennsylvania Banking and Trust 
Company .....--.- staracansvaesai a we ree 5,798.36 
50 General Electric Company .. .. 5,849.06 
159 General Motors Corporation 4,847.19 
262 Household Finance Corporation 3,125.23 
1371 Massachusetts Investors Trust . 13,980.56 
200 Pacific Lighting Corporation . 3,370.01 
204 Pittsburgh National Bank qe 00 


140 Shawmut Association, Inc. ............ 
150 Standard Oil Company (New Jersey).. 8,129.48 


222 Union Oil Company of California ...... 1,995.67 
50 United Fruit Company ........ -. 2,875.09 
75 KF. W. Woolworth Company 1,084.86 
Totals .o.ss00 08 es tecesede enews «.. $99,789.24 
Percent Yield ..... Pree ier 
Book No. Savings Banks 
289908 Charlestown Savings Bank ........... $13,424.35 
405308 Home Savings Bank ...... . 6,780.31 
62890 Salem Savings Bank . 1,000.00 
44989 Weymouth Savings Ban 1,391.53 
190689 Wildey Savings Bank .. 6,364.52 
196439 Wildey Savings Bank ........... 7,122.36 
80413 Worcester Five Cents Savings Bank . 5,000.00 


178981 Worcester Mechanics Savings Bank ns 5,000.00 


MTOEBIS: ssrereraoieieaigiae 48 WOES Big eodiorereiere $46,083.07 
Percent Yield 
Total Percent Yield .........+.+. 


* Four year dividend arrearage paid in current year. 


THE GRAND COMMANDERY 
OF KNIGHTS TEMPLAR, INC. 


GRAND FUND 


245.00 


270.00 
432.00 
382.20 
582.52 


386.42 
97.50 
826.80 
242.35 
1,443.20 
260.00 
408.00 
294.00 
405.00 
268.07 
25.00 
75.00 


$7,760.76 


T.17% 


$ 578.91 
298.74 
43.76 
62.60 
442.01 
245.55 
141.38 
138.25 


$1,951.20 
4.23% 
6.66% 


AUDITOR’S REPORT AND CERTIFICATE 


for the 


FISCAL YEAR ENDED AUGUST 381, 1966 


I have examined the accounting and financial records of 
the Grand Fund of The Grand Commandery of Knights 
Templar, Inc. for the fiscal year ended August 31, 1966 


and submit herewith the following exhibits: 


Exhibit A—Statement of Income and Expenses for the 


fiscal year ended August 31, 1966 
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Exhibit B—Statement of Assets and Principal as at 
August 31, 1966 


Exhibit C—Schedule of Bonds, Stocks, and Savings 
Bank Accounts as at August 31, 1966, and Related 
Income for the fiscal year then ended 


Investment securities held by the Grand Fund at Aug- 
ust 31, 1966, were examined at the vault of the Boylston 
Street office of the National Shawmut Bank of Boston in 
the presence of Robert G. Wilson, Jr., Grand Treasurer, 
and Harold P. Trefethen, Trustee. Changes in investments 
during the year were substantiated by examination of 
brokers’ advices and cash transactions. Comparisons were 
also made of income received on investments with interest 
rates and published dividend declarations and it was de- 
termined that all income receivable from investments was 


received and properly recorded in the accounts during the 
year. 


Savings bank books were examined and the balances at 


August 31, 1966, verified by direct confirmation with the 
banks, 


: In my opinion, the accompanying statements present 
fairly the financial position of the Grand Fund of The 
Grand Commandery of Knights Templar, Inc. at August 
31, 1966, and the results of its transactions for the fiscal 
year then ended, in conformity with generally accepted ac- 
counting principles. 


Em. Sir Robert P. Beach 
Certified Public Accountant 


The report of the Trustees of the Grand Fund include 
pages 49-A thru 49-D. 


R. E. SIR ROBERT GARDINER WILSON, JR.: I 
move the adoption of this detailed report. (Motion 
seconded) 


THE GRAND COMMANDER: Moved and seconded 
that the report be adopted. All those in favor extend the 
sword arm. Down hands. Opposed, the bridle arm. It is a 
vote and I so declare it. 
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Cambridge, Massachusetts 
September 27, 1966 


Report of the Committee on Finance 


E. SIR HAROLD A. BUDREAU: R. E. Grand Com- 
mander, I will not read the items in the budget because the 
business of running the Grand Commandery is routine and 
the same items appear for each year and the Recorder has 
told you what he spent. But the budget this year the 
increase is in postage, Social Security, Medicare and the 
increase we will have in Blue Cross and Blue Shield. The 
budget is $25,623 for the ensuing year. 

The only means we have for raising money is from the 
per capita tax and from fees on candidates. As everyone 
knows both of these have gone down, the per capita tax 
through deaths and fees because our membership fees have 
declined in the past several years. The only thing we have 
is again tapping the Grand Fund which we are doing this 
year to the extent of $5,623. The estimated income on that 
basis will be $25,756. 


REPORT OF THE FINANCE COMMITTEE 
Boston, Mass., Sept. 19, 1967 


To the Officers and Members of This Grand Commandery 
of Knights Templars of Massachusetts & Rhode Island: 
Sir KNIGHTS: 


We submit the following Budget for this Grand Com- 
mandery of Knights Templars of Massachusetts and Rhode 


Island for 1967-1968: 
; ESTIMATED BUDGET 


Grand Encampment Dues (1967) ...ssseee reese eee e eee e eens 


Conclave (1968) .-seereereeee etree eter e eter e eee eee e nena 2,750.00 
Proceedings (1967) --+++ceeceerrte etter terete eee eaten ee 1,200.00 
Printing and Postage .---++++ esse eset seer e eee eee e eee ees 1,750.00 
FROM cccoccesers.0ie, seg Bees 404 Fe RO erases ee aeneragecaauavaieigns que ernie einreleiare sia. 1,800.00 
Inspections ....seecee eee e sree e eee tte tee t eee eee ee eee eee 750.00 
Group Meetings .---- or 250.00 
Triennial Reserve .. 1,500.00 
Bond and Insurance 300.00 
Blue Cross-Blue_ Shiel 55.00 
Salary—Grand Recorder 2,678.00 
Salary—Grand Treasurer ae 500.00 
SGalary—Clerle a ois sis os oe cesisie se canned ne an seta ves eos Ed oles 3,500.00 
Part-time Help coe cs veeiece cin dee vege oe oe edesicees ee eeed eee 700.00 


Exemplifications ........ 6... cece eee ee 200.00 
Grand Commander’s Fund ............... 500.00 
Public Relations-Publicity ............... ae 350.00 
Marking, OfM¢ers: sis-..0 eeieineesieaines oa yd ans ace 250.00 
Promotional Activities ................... ere 200.00 
F, I. C. A.—Unemployment 425.00 
Repairs — Jewel .......... 65.00 
AUMGTEOT  sevigccneenca vs 300.00 
Office Supplies eo 300.00 
TELEDD ONG! "5 s.sinnsieisielaveinwres tn2 « aneee 300.00 
Miscellaneous Expenses ...........000000 00707 500.00 
" $23,623.00 
Contingent Fund «2.00... cece ece cece 2,000.00 
Total  naneeneesvesaiviniess sles 4 ae os vos was vw eeyeuusienes $25,623.00 
ESTIMATED INCOME 

Per Capita—13,807 Members at DIDS swmavs dns sin dS, Siascuteer coca dee $16,983.00 
Candidates Fees—450 at $7.00 3,150.00 
Grand PUN, +. .csenesnevscevdecapmovecrincn 5,623.00 
$25,756.00 


Courteously submitted, 
Haroitp A. BUDREAU 
KENNETH H. EARLE 


Epwarp Norris, Chairman 


I will also submit at this time, R. FE. Grand Comman- 
der, to save one move, the report of the Finance Committee 
as it relates to the budget on the Educational Foundation. 


That is pretty much set and has to be approved by the. 
Grand Encampment. 


However, the budget this year will be $9,319.00. 


REVISED BUDGET FOR 1968 
KNIGHTS TEMPLAR EDUCATIONAL FOUNDATION 


SE RAT RAS nasa ale nin: saw: ain onewrndvovataraveine BK Be Ge ge deers 480.00 
Bane “PiaG: HSM seayeierasa,dias0s0. sve. eue eanuess.rraverancaarrvrsine ata O86 ba aetna 200.00 
THEME: cease. sie. sia Ba ecsgeain 1,000.00 
Bond and Insurance ... . 200.00 
Social Security ............ . 800.00 
WATE. gs scieragererrandian. ot eu ae . 450.00 
Board Meetings ............. a 75.00 
POBEARG  sressuceraveravere ais oe wrermiane - 150.00 
TEBIODNONG) piciesessserp ncoiernis ars: apnisancncn:atara ane. fue, sia WRWAMSOWATS Lie-eia ue ans = 125.00 
SUDDUCS ain sie eisieriincscscsrasane sie aie etonarsssince oi 8 GT HAIR NT Gca, 9 me are oa 100.00 
Miscellaneous: a sa ssuwarsrmnoma sis srmraarearaiae aeAY SE GS ea meare o 100.00 


Blue Cross-Blue Shield ....eeseee os vsideeae oe ceieen eave eee 55.00 
ABOEAL a ors: macenaaisicerersnwiene ele oe snminre geen ge aa eeR eee ee RLatEEa wreIeRNRE $9,319.00 
Approved: 


EDWARD Norris 
KENNETH H. EARLE 
HAROLD A. BUDREAU 


ND COMMANDER: Thank you very much. 
Sir Gee ce have heard the report of the Committee 
on Finance. Is there a motion that it be accepted? : 

R.E. SIR G. BURTON LONG: So move, (Motion 
aa GRAND COMMANDER: Regularly moved and 
seconded. All those in favor will signify by extending the 
sword arm. Down hands. Opposed, the bridle arm. It is in 

P are it. 
ee would like to call on M. E. Charles A, 
Cross, Grand High Priest of the Grand Royal Arch Chapter 
se eae ARLES A. CROSS: R. E. Sir, distinguished 
guests and Sir Knights. I find myself in sort of an eme 
barrassing situation to appear after one Grand Master 
and one Grand Senior Warden. However, R. E. Sir, it has 
been a pleasure for me to have traveled with you the last 
year and I am sure that you know in the different juris- 
dictions the same story is told. I am sure that probably too 
many of us belong to too many organizations in this great 
fraternity and probably — are not able to support the one 
supporting. 

— Lge ree that the Mason of tomorrow is the De- 
Molay boy of today and we should so improve our Chapters, 
Councils and Commanderies to a point where they know we 
exist. I am sure that we have many obstacles. I am sure 
that there are things today taking up the greatest part of 
our time when we should be receiving into our respective 
Lodges the membership which we should get. 

However, I have been privileged to attend some of the 
six Lodges of Instruction in our Blue Lodges and I am sure 
when you see the number that are taking the Symbolic 
Degrees today how can we add to our numbers, both 
Scottish and York Rites, when so few are being raised as 
Master Masons. I am sure we have to make it interesting. 
IT am sure that most of us will have to pick up the pick and 
shovel and remove some more of the rubble from the old 
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Temple and make it new, and I ask you, my Companions, 
what part of the work are you willing to undertake? 
Thank you! 

THE GRAND COMMANDER: Thank you, M. E. Sir. 
We appreciate your remarks very much, 

At this time we would like to hear from R. E. Alfred 
Bateman of the Grand Royal Arch Chapter of Rhode 
Island. 

R. E. ALFRED BATEMAN: R. E. Grand Commander, 
Sir Knights and distinguished Masons all. From the little 
State of Rhode Island I bring you the greetings of our 
M. E. Grand High Priest Wallace C. Adams and, of course, 
the State of Rhode Island and Providence Plantations. It 
is an interesting little State. We have a great number of 
Masons in Rhode Island and yet our numbers are decreas- 
ing as in other States. 

You have heard previous speakers tell you what the 
trouble is. My predecessor in speaking here has told you 
how to do it. You have to work in the vineyard. You have 
to work with the young people. This is the only way you 
can expect to survive. I am speaking to you as Companions 

and we represent one of the oldest and the greatest phases 
of Masonry in the world. I speak of the General Grand 
Chapter International. We have no boundaries on countries. 
Masonry has no border in their own particular activities. 
I would say to go out and work in the vineyard. 

I want to express to you, R. E. Sir and this Grand 
Commandery, my own personal greetings and thank you 
for the cordial and favorable impression I have of this 
Grand Commandery. Thank you. 

THE GRAND COMMANDER: Thank you very much. 

At this time we will have the report of the Committee 
on Jurisprudence. Is he present? 

R, E. SIR G. BURTON LONG: Iam going to make a 
guess that there is no member of the J urisprudence Com- 
mittee present. I believe drifting around the office some- 
time this morning a report may have been given. Let me 
search for it. 

In the meatime I suggest that you go on to the next 
item of business. 

THE GRAND COMMANDER: Thank you very much. 

I would like now to call upon another of our distin- 
suished guests, M.I. Frank Baleomb, Grand Master of the 
Grand Council Royal and Select Masters in Massachusetts, 
for a few words. 
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M.I. FRANK BALCOMB: R. E. Grand Commander, 
Sir Knights and distinguished guests. Up until now I 
thought that the Grand Commandery was to be enjoyed by 
keeping quiet. Now you have asked me to say a few words. 
This great Frater on my left said to make it short. Every- 
where I go they don’t give me a chance and someday I 

i ‘o get started. 
— et tell you this. I bring you the greetings of the 
Grand Council and I am watching what goes on very 
carefully because in November I will have finished my 
three years of office. Where your Grand Commander goes 
out every year you don’t have them in long enough to get 
attached, but I have to find out how to do it. I assume when 
I go out of office in December I will feel somewhat like you 
do, George, but at least I will have had a longer period to 
get used to the office and I can stand up and say that we 
had a net gain. It was a small one but it was on the plus 
side and we worked for it. I don’t know what our member- 
ship is because the returns are coming in but it is only 
through work that we can get these gains, properly planned 
work. It isn’t just sitting on the sidelines and enjoying our 
i r chapeaus. 
tee Rann COMMANDER: M.1., that was an in- 

iring talk. 

ail this time I would like to call on M.I. John E. John- 
son, Grand Master of the Grand Council Royal and Select 
Masters in Rhode Island. 

MI. JOHN E. JOHNSON: R.E. Sir, Sir Knights and 
distinguished guests. I want to bring you the greetings of 
the Grand Council of Royal and Select Masters of the State 
of Rhode Island and my own personal greetings, and I also 
want to thank you, R. E. Sir, for the fine hospitality you 
showed my wife and I last evening. 

T had a very pleasing experience one week ago in that a 
young neighborhood boy who lived across the street from 
me he came up to me and said, “Mr. Johnson, I would like 
to become a Mason.” This to me was the greatest reward the 
boy could have give me because through me he must have 
seen something he liked in me as a person, as we were 
saying earlier this morning, if we live by our ideals I think 
we will have Masons in years to come. The young Masons 
to come must be looking up to us as an example. 

So again the morning is getting warm and the dinner 
I assume is fairly near. It is a pleasure being here and 
thank you again for your hospitality. 
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THE GRAND COMMANDER: Thank you, M.1., you 
have graced us with your presence. 

We will go on with the report of the Membership 
Committee. 

R. E. SIR G. BURTON LONG: The Chairman of the 
Membership Committee has just taken new employment 
and he did not feel it proper to ask for a day off having just 
begun this new employment. So he requested that I read 
you his report. 


Report of the Membership Committee 
(1967) 


To the Officers and Members of this Grand Commandery, 
K. T. of Massachusetts and Rhode Island: 


The program instituted this year with a hope for 
better results in membership recruitment either has not 
had sufficient time in which to show its effectiveness or it 
did not get the support from member Sir Knights which is 
So essential for success. The essence of this program is the 
compilation of statistics on Blue Lodge and Chapter can- 
didates throughout this Grand Commandery jurisdiction. 
It is incumbent upon our membership to provide Grand 
Commandery with Blue Lodge and Chapter notices to make 
available the required information. The degree of coopera- 
tion on this point is the determining factor of the efficacy 
of the program. Each Commandery membership committee 
was provided a list of subordinate lodges within their 
Jurisdiction, 

Our sustained losses from year to year are gradually 
but remorselessly reducing the ranks of Massachusetts and 
oe has now redwted our total membership well below 

: Of 422 petitions recorded this year, there were 370 
Knightings which combined with other factors, shows gross 
additions of 407 members. 

We attained just under 50% of our petition-quota of 
850. It is necessary that we assign a petition-quota to each 
Commandery, in order that we may have a yardstick to 
measure our work, However, by and of themselves, quotas 
provide little incentive to work for new candidates. 

To repeat what has been said many times in the past, 
there is no substitute for an active, aggressive membership 
committee in each Commandery to assume the responsi- 
bility for obtaining new candidates. This means that they 
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must make an effort to interest all Sir Knights in working 
toward this objective. Unless we can broaden the base of 
participation by the membership-at-large, there is scant 
hope for substantial improvement. However, where there 
has been strong and determined leadership, successes have 
been achieved. 

A meeting of the Membership Committee was held at 
the Grand Commandery offices with the Grand Commander 
and the Grand Recorder in attendance. The plans now in 
effect were adopted at that time. It should be stated at 
this time that the considerable amount of detail and re- 
search work involved in this program was done by the 
Grand Recorder, G. Burton Long, P.G.C. . ; 

It still appears that not enough is being done from 
June to September in the matter of candidates. Unless 
efforts to have many more candidates at the beginning of 
the year are made, another poor year is the prospect. 
There is no time in which to recover lost ground. 


Petition Quota Attainment by Divisions 


Division Committeeman Percent OF Quota 
Metropolitan John A. Chalker tee 
Southeast Carl R. ee ree 
Metropolitan-North Warren H. Shaw pee 
Northeast Norman P. Smith ae 
Central Clifton S. Robertson rn 
Southwest Leland £. Ross, ne eee 
Metropolitan-South Irving L. E. Steffen oe 
Western Paul W. Dixon, Sr. 5 


i i f his time and 
Each of these Committeemen has given 0 
effort to help develop a sound program. We ask all of you 
to help next year. 


Courteously submitted, 


FOR THE MEMBERSHIP COMMITTEE 


Ralph L. Connolly, Pi. 
Chairman 


R. E. SIR G. BURTON LONG: I move you, Sir, that 

the report of the arate cian be received and 
rds. (Motion se . 

Se ET REND COMMANDER: All those in favor of 
accepting the report of the Membership Committee extend 
the sword arm. Down hands. Opposed, the bridle arm. It is 
a vote and I so declare it. 

R. E. SIR G. BURTON LONG: R. E. Grand Comman- 


der, he also submits another report which is more or less 
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statistical. I see no point in reading it. It is merely a 
repetition. 

If you will permit me, I was asked this question last 
night, on membership changes for 1967 there were 13 
Commanderies of the 50 that show a net gain and there 
were 4 Commanderies that remain unchanged for the year. 
I think those are the figures that would be of most interest 


to you. This will be included with the Membership Chair- 
man’s report. 


REPORT OF THE DIRECTOR OF MEMBERSHIP 
PROGRESS AND PUBLICITY 


To the Officers and Members of This Grand Commandery, 
K.T., of Massachusetts and Rhode Island: 


MEMBERSHIP CHANGES—LAST FIVE YEARS 
1966 Membership was 14,065. 


‘ 1966 1965 1964 1963 
Knighted B11 410 566 385 
Affiliated 24 23 25 23 
Reinstated 21 14 15 15 
BUENOS) sits sis sue etsseneiaronortns apecnecs 0 3 2 1 

Gross Additions . 556 450 608 424 
Deaths Bistivig iehe sae aie d 425 441 463 431 
Demits _ 163 189 134 114 
Suspensions 138 133 146 131 
Errors 21 5 4 2 

747 718 747 678 
191 268 139 254 
1.34 1.85 95 1.70 
1967 Total Membership: 
Massachusetts ..0........cccccccneucenscenens 12,021 
HRODG TSANG a wicisuisas aitsenesccoonen comccrcne 1,786 
13,807 


MEMBERSHIP CHANGES—1967 


Thirteen Commanderies had net gains in membership 
totaling 73 members. Thirty-three Commanderies had net 
losses totaling 331 members and four Commanderies show- 
ed no change. Net gains resulted as follows: 


Commandery Net Gain Commandery Net Gain 

Newburyport ........... 6 TEPINTGY waacvasiss on stores. ats 6 

Sts BOIMaPd x wees ss aes ull INAEICKS sconiiewaracs seacsvsns npceere al 

Bethany swwn0se sasccas gee 5 Bay State sacs asco an ses 9 
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Thomas Smith Webb.... 
oeoeee Coeur de Lion a 
Sutton ..... is Temple ores ne ccccne ceces 
Winslow Lewis ......--- 3 


DeMolay, Old Colony, Cyprus and Beauseant Com- 
manderies remained unchanged in total membership for 


the year. 


On the net loss side Boston Commandery was first with 
a loss of 45 members; Calvary Commandery followed with 
a loss of 26; Worcester County Commandery lost 25; Olivet 
Commandery lost 23; and St. John’s and Gethsemane Com- 
manderies lost 20 members each. 


DEATHS, DEMITS AND SUSPENSIONS 


Our loss of members by death during the past year total 
410. Though this was the smallest such loss in five years, 
it still represents almost 3% of our total membership. In 
two of the past five years, deaths alone have exceeded all 


additions of new members. 


Members lost by demit still present a most serious threat 
to our progress, although the 153 demits granted during 
the year was 10 less than in 1966. Because of the fact that 
mosi demits are issued near the end of ee year, _ be 

i i ‘nee information in this area c 
abe. ie ok ae must of necessity rely on 
the effectiveness of the local officers in keeping demits to 
a minimum, 

It is noted with some satisfaction that the 101 members 
suspended this year represents a substantial denline.in com- 
parison to such losses in each of the past five rad This 
was a central theme of our efforts and represents the best 
area of improvement. Even so, 50% reduction next year 
is essential. 

AFFILIATIONS AND REINSTATEMENTS 

Affiliations were down from last year, totaling 13. Re- 
instatements, 24, showed a gain this year, exceeding the 
number for any of the preceding five years. This is an area 
in which much work should be done. 
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The overall results for 1967 were disappointing in that 
the percentage of petitions recorded as against our quota 
fell to 49.64%. This is an interesting statistic but actually 
tells us little. A more meaningful comparison is one be- 


tween the 422 petitions recorded and the 370 members 
Knighted. 


Nine Commanderies reached or exceeded their quota of 
petitions, six less than last year. 


The statstical leaders in petition-quota attainment are 
as follows: 


Petitions % of Quota Enighted 
1. Woonsock No. 24...... 13 144,44 7 
2. Natick No. 33 .... oe 25 138.88 20 
8. Trinity No. 32 ....... 16 133.33 12 
4. Springfield No. 6 .... 39 115.38 28 
5. Old Colony No. LO sia, 5 115.38 11 
6. Bethany No. 17 ...... 9 112.50 8 


DeMolay Commandery No, 7 again contributed the larg- 
est number of petitions for any single Commandery with 
33; Springfield No. 6 was second with 30 and Sutton Com- 
mandery No. 16 was third with 27. 


Those areas in which some improvement was shown, 
namely Suspensions, reinstatements and demits, constitute 
a ray of hope for much better results in the coming year. 
It is necessary, though, that we be alert to the need for a 
constant review of the status of all members. 


My thanks to the Grand Commandery Office and the 
Gr 


and Recorder for all assistance rendered during this 
term. 


Courteously submitted, 
RALPH L. CONNOLLY, P.C., Director 


THE GRAND COMMANDER: Thank you. Report 
of the Committee on Charters and Dispensations. 
R. E. SIR ALFRED C, BLAKE: R. E. Grand Com- 
mander, some years ago R. E. Sir Harold Crocker was 
Chairman of this Committee. His report consisted of one 
word, progress. I told Harold last night that with his 
permission I would make the same report today, progress. 

THE GRAND COMMANDER: I don’t know, we will 
have to take a vote on that. 
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R. E. SIR G. BURTON LONG: Move to receive the 
4 fi : Motion seconded) 
sae GRAND COMMANDER : Moved and seconded 
to receive the report of the Committee on Charters and 
Dispensations. All in favor extend the sword arms. ee 
hands. Opposed, the bridle arm. It is a vote and I so declare 
it. . 
At this time, Sir Knights, I would et * eal ae 
i I Eaton » Deputy qi 
ir Knight and Ill. Laurence E. , 3 ) : 
on eon Ancient and Accepted Scottish Rite for the 
Northern Masonic Jurisdiction. ‘ ; 
ILL. LAURENCE E. EATON: By Fe ee 
mander, distinguished guests and oS ae a oe ae 
has been my happy aie laa een ee : 
enjoy the hospitality of this Grand Com et iets 
We in Scottish Rite I believe, particularly a par 
pride ourselves on the time and work Lakes pred 
Degree work which we try to make of the fs y Se 
int Ay ne es ie fonedatant of 
; because the Blu : € 1 
Tear. ten who have had this a aay ath ese 
work can well help a Blue Lodge in many ways by g 
tions. alsa 
ia oer of things that I am (uitie = belo 
occasionally which certainly could be sage oe 
improve the image of Masonry to the ‘eo ae oe 
occasions where there is a Masonic eee dea tae 
the officers reading the Ritual as thougl es pe ae 
it before and making a break in the peed Pelaty pel 
turn the page so it hardly makes — that ce 
not create the proper image to the pub ic, a 
Another one that I am thinking of a oo 
not long ago was a public installation, the cae near 
job I ever saw in my life, and that is ae - Bo Arca 
wonder how many people who came to i a tees i. 
impression of our Brataety, Test is the p. 
d work, back in the Blue Lodges. “ 
= v. Grand Commander, it is my personal miteesie 
to bring you my own greetings and ee :. be : - st 
Rite of Massacuhsetts and to assure om - hogs od 
Scottish Rite and York Rite can work tog! 
na te GRAND COMMANDER: This is the report of 
the Committee on Printing. 
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REPORT OF THE COMMITTEE ON PRINTING 
Boston, Mass., September 19, 1967 


This Committee made every effort to keep the cost of 
the printing of the 1966 Proceedings of the Grand Com- 
mandery to a minimum for the quality of paper used and 
the workmanship involved. As in previous years, it is 
faced with the problems of increased cost of materials, the 
increased cost of labor for printing, and also increased cost 
of postage for mailing, ete. The prime question in the 
printing of our proceedings is what must be printed and 
what can be eliminated, 

It is with pleasure that we report that with the excel- 
lent cooperation of the Mitchell-Fleming Company, we 
were able to have 250 copies printed at a cost not exceeding 
our budget. We will endeavor to keep the printing of the 
1966 Proceedings within the figure submitted by the Fin- 
ance Committee. 

_ We recommend that only the essence of long discus- 
Slons or speeches be printed in the Proceedings, as full 


transcripts are bound and on file in the Grand Commandery 
Office. 


Courteously submitted, 


George C. Patton, Jr., Chairman 
Gordon C. Player 
G. Burton Long 


THE GRAND COMMANDER: Will somebody make a 
motion. 


R. E. SIR ROBERT GARDINER WILSON, JR.: I so 
move. (Motion seconded) 

THE GRAND COMMANDER: You have heard the 
motion and second that the report of the Printing Com- 
mittee be accepted. All in favor extend the sword arm. 
Down hands. Opposed, the bridle arm. It is a vote and I 
so declare it. 


Next is the report of the Inspection and Tactics Com- 
mittee. 


REPORT OF THE INSPECTION AND TACTICS 
COMMITTEE 


To the Officers and Members of this Grand Commandery 
K. T., Inc. of Massachusetts and Rhode Island: 


Sir Knights: 
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A change was made in the Marking by adding penalties 
for including Sir Knights in the work of the evening who 
were not bona-fide members or an honorary member of the 
Commandery being inspected. ; 

The Committee wishes to report that no business re- 
quiring its attention has been presented for its considera- 
tion in 1966-1967. 


Courteously submitted, 


George C. Patton, Jr., Chairman 
Harold 8. Crocker 

Wilbur F. Garabedian 

Franklin H. Michelsen 

G. Burton Long 


R. E. SIR G. BURTON LONG: Move its acceptance. 
ere GRAND COMMANDER: Moved and seconded 
the acceptance of the report of the Committee on Hieron 
and Tactics. All in favor extend the sword arm. | ~ 
hands. Opposed, the bridle arm. It is a vote and I so declare 
it. : ; 

P ready for the report on Jurisprudence 2 

E E SIR G. BURTON LONG: Very interestingly, - 
I said ‘before, this was buried in the rubbish cle el 
and it was brought to light by the M. I. Gran as 
Royal and Select Masters. 

A letter to the R. E. Grand Recorder. saa tee 

“In accordance with your request I am enc osi Pee 
port of the Jurisprudence Committee for ae a st 
It was a real pleasure to serve with you an a bigoted 
I no longer feel able to do so. With a person 
gards, courteously yours, George B. Rowell. 


The report of the J urisprudence Committee 
September 12, 1967 


G. Burton Long, Grand Recorder 

405 Masonic Temple 

51 Boylston Street 

Boston, Massachuseets 02116 

Dear Burt: : ae 
In accordance with your request, I am enclosing he z 

with aa of the Jurisprudence Committee for the year 

1967. 
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It was a real pleasure to serve with you and I am 
sorry that I no long feel able to continue to do so. 
With kindest personal regards, 


Courteously yours, 


George B. Rowell 
September 19, 1967 


Right Eminent Grand Commander George C. Patton, Jr.: 

As Chairman of the Jurisprudence Committee 1966/ 
1967, I submit the following report. 

On October 27, 1966, G. Burton Long, Grand Recorder, 
was advised that the matter of the change of date of the 
Annual Meeting could be recorded on the regular papers 
forming the Annual Report of the Grand Commandery 
Corporation to the Commonwealth and did not require the 
filing of a separate paper. 

With respect to a situation in which a Commander of a 
Constituent Commandery had been disabled and the Gen- 
eralissimo had been fulfilling the duties of Commander, an 
opinion was given on April 24, 1967 on the question of the 
effect of a resignation by the Commander in his right and 
that of the Generalissimo to the status of Past Commander 
upon completion of the year. 

; On June 28, 1967, Amendments to the By-Laws of 
Bristol Commandery No. 29 K. T. were approved by the 
Jurisprudence Committee and a copy of these changes is 
annexed to this report. 


Respectfully submitted, 


George B. Rowell, Chairman 
Jurisprudence Committee 


May 9, 1967 
Donald F. Freberg—Recorder 
20 Clarner Street 
Pawtucket, RI 026861 
R. E. G. Burton Long, Grand Recorder 
Grand Commandery of Knights Templar, Inc. 
405 Masonic Temple 
186 Tremont Street 
Boston, Massachusetts 02111 


Dear Sir Knight Burt: 


At our Stated Conclave on May 5, 1967 these proposed 
changes in the by-laws of Bristol Commandery No. 29 K, T. 
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received a unanimous vote of approval. I have made the 
necessary revision as was suggested, and I am now re- 
submitting them for approval. In triplicate. 


Courteously yours, 
Donald F. Freberg—Recorder 
ARTICLE VI 
Now Reads Now Reads 
DUTIES OF TRUSTEES 


. 4, Paragraph 1: The Board of Trustees shall have 
ae of a eee Fund and Life Membership Fund 
and shall cause the same to be invested in such manner 
and in such securities as in their judgment shall be safest 
and most productive and shall select a place of deposit for 
the securities and vouchers where they will be secure 
from fire and theft. They shall pay to the Treasurer for 
the use of the Commandery, the income derived from said 
Permanent and Life Membership Funds, providing the 
Standing Committee on Finance so require. 


ARTICLE VI 


To Read na Rese 


DUTIES OF TRUSTEES 


. 4, Paragraph 1: The Board of Trustees shall have 
te of the Besntaieett Fund and Life Membership Fund 
and shall cause the same to be invested in such manner 
and in such securities as in their judgement shall be 
safest and most productive and shall select a place of 
deposit for the securities and vouchers where they will be 
secure from fire and theft. Providing the Standing Com- 
mittee on Finance require funds for the payment of bills 
and anticipated bills of the Commandery, they may either 
orally or by letter, request from the Trustees a sufficient 
amount or all of the income derived from the Permanent 
and Life Membership Funds which sums shall be paid to 
the Recorder who shall make record thereof and pay the 
same to the Treasurer. 


ARTICLE VI 
Trustees of the Permanent Fund 
Sec. 3. Page 9, Row 1 Delete the word, Conclave, and insert 
the word, Election. 
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ARTICLE VI 
PERMANENT FUND 


Sec. 1. Add to the last line paragraph 8. the words, at the 
close of the Annual Conclave, 


ARTICLE VI 
PERMANENT FUND 


Life Membership Fund 


Sec. 2. Add to the last line paragraph 3. the words, at the 
close of the Annual Conclave. 


ARTICLE VII 


Now Reads Now Reads 
CHARITY FUND 


Paragraph 2. To it shall be added all money contributed by 
the Sir Knights at the several Conclaves of the Comman- 
dery and the moneys received from all other sources for 
this special purpose. The Fund shall be held in the name of 
Bristol Commandery, designated “Charity Fund” and it 
shall be drawn only by the Trustees on written order 
signed by at least two members of the Council. A statement 
of the condition of the Fund shall be reported at each 
Annual Conclave of the Commandery. 


ARTICLE VII 


Tone To Read 
CHARITY FUND 


Paragraph 2. To it shall be added all money contributed 
by the Sir Knights of Bristol Commandery No. 29 and the 
moneys received from all sources for this special purpose, 
The Fund shall be held in the name of Bristol Comman- 
dery No. 29, designated “Charity Fund” and it shall be 
drawn only by the Commander with the approval of the 
majority of the Standing Committee on Finance. A state- 
ment of the condition of the Fund shall be reported at 
each Annual Conclave of Bristol Commandery No. 29, a 
copy of this statement shall be given to the Recorder in 
duplicate to be deposited in the records. 

R. E. SIR G. BURTON LONG: I move the adoption 
of this report and that it be spread upon the record. 
(Motion seconded) 
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THE GRAND COMMANDER: Moved and seconded 
that the report of the Jurisprudence Committee be re- 
ceived. All in favor extend the sword arm. Down hands. 
Opposed, the bridle arm. It is an order and I so declare it. 


Now I call on the Inspector Instructor for his report. 
September 19, 1967 


, ‘ . : ie a 
he Right Eminent Grand Commander, Officers an 
Roe of the Grand Commandery of Mass. and Rhode 
Island: 
i ri ir i tions this 
The Fifty Commanderies held their inspec 
year with 13 earning a mark of 10—, 24 a mark of 9+, 12 
a mark of 9 and 1a mark of I—. ; 
This year three Commanders did the work with the 
loss of only two points. 21 Commanders lost less than 10 
oints. ; 
: The Commanderies lost from 5 to 130 points for an 
average loss of 49.8 points per Commandery. : 
The highest mark was earned by Haverhill Comman- 


uy ith a mark of 995. ; 
ae aes 12 Commanderies who lost points for not 


making their count and 17 Commanderies who were forced 


-members in their lines and lost points. 
7 "SThe Exemplifications were held at Pawtucket, North- 


i < lification Team Con- 
ampton, and Melrose with the Exemp m Ci 
Teepe the Order of the Temple at Brockton, Springfield 


for York Rite Festivals. 
o ty T cose Het serving 11 Grand Commanders and 


i r ders who 
retire, I wish to thank the Grand Comman 
patishtreeg and the 60 Sir Knights who have served on 
the Exemplification Teams as Marking Officers during 
this time. 


Courteously yours, 


Thomas C. Brown 
Inspector Instructor 


THE GRAND COMMANDER: Tom, I am sure that 
applause speaks for itself. You know how grateful I am 
and I think I speak for all the Past Grand Commanders 
you served under. We are going to miss you but we hope to 
see you around. 

You have all heard the report of the Inspector Instruc- 
tor. What is your pleasure? 
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R. E. SIR G. BURTON LONG: I move its acceptance 
and inclusion in the proceedings. (Motion seconded) 

THE GRAND COMMANDER: All in favor extend the 
sword arm. Down hands. Opposed, the bridle arm. It is 
an order and I so declare it. 

A this time we will have Wayne Soucey presented to 
the East. 


ate to receive the grant that we give him today. I would 
like to have you make the presentation. 


successful in y 
profession. 


REV. DANIEL O. CURTIS: Thank you very much. 

THE GRAND COMMANDER: BE. Sir Wayne Soucey, 
we thank you for bringing this young man here and we 
wish for you, and I know I speak for the rest of the Grand 
Commandery, that you continue in your work. Would you 
face about so that the folks can see what you look like. 

I would like for you to give them a hand. 
E. SIR WAYNE SOUCEY: Sir Knights, this is Templary 
at work. 
wily “ jrand Commander, again I thank you for the 

Standing befor i i 

this donaton, € before this august body and making 

THE GRAND COMMANDER: Thank you, Sir. 

Sir Knight Grand Captain of the Guard, will you 


retire and escort Sir Knight Henry Edwin Webster into 
the Asylum. 


E. SIR L. RAYMOND WYATT: R. E, Grand Com- 
mander, I have the privilege 


to present to you Si tone: 
Henry Edwin Webster. you Sir Knig 


THE GRAND COMMANDER: Sir Knight Henry 
Webster, when I asked you to come to this Grand Com- 
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ing I didn’t expect you to sit in the anteroom. 
You. mit fee an in here and listened to the proceedings 

i idn’t have a vote. 
er you know this is the worst kept secret of the 
year but I have the honor to announce, that Sir Knight 
Henry Edwin Webster, upon the nomination of the Grand 
Commander and Sir Knight G. Burton Long, R. E. Past 
Grand Commander, Ralph Connolly, Past Grand Comman- 
der of Hugh de Payens, Lester Bowen, the Junior Past 
Grand Commander of Hugh de Payens, and Sir Knight 
Roy Reed, the presiding Commander of Hugh de Payens, 
was nominated to receive the Knight Templar Cross of 
Honor and the Grand Master in acknowledging the accept- 
ance of that nomination commented as follows. ; 

“Your nomination for the award of the Knight Temp- 
lar Cross of Honor to Sir Knight Henry Edwin Webster 
of Hugh de Payen Commadnery No, 20 of Melrose, Mass- 
achusetts, has been approved by me and is being forwarded 
forthwith to the Right Eminent Grand Recorder of the 
Grand Encampment in Chicago for processing. You will 
receive the citation and medal which will be mailed direct 
to you. I congratulate you on the selection of such an out- 
standing Templar for this high honor. T have had no finer 
endorsement than that supplied by you. 3 

S.K. Henry Edwin Webster, it is the ahi of os 

° ment to accept one nomination from eac 
; se eres year. It gives me a great deal of personal 
pleasure to present this citation to you. I know it will have 
an honored place in your home. I pin on your breast this 
beautiful cross, the Knight Templar Cross of Honor. I 
know you will wear it as long as you live with honor to 
yourself and with credit to our Fraternity. May I con- 
a ee you may say something but if you don’t, 
sil "SIR KNIGHT HENRY E. WEBSTER: R. E. Grand 
Commander, I accept this recognition and award in a 
spirit of deep humility and in all honesty I feel that there 
were others who could well have been considered as well 
as myself. Seeing that the award was made to me I am 
deeply, deeply grateful. I give you my sincere thanks and 
to those working so closely with you who saw fit to con- 
sider me and submit my name to the M.E. Grand Master. 
I give you my word that as long as life shall last I shall 
strive to live under the precepts of Knights Templary, 
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under the leadership of my Lord Jesus Christ in Whom I 
believe and put my faith and trust. 

One other thing I would ask of you, that in your 
kindness if you would convey to the M. E. Grand Master 
my thanks for the fact that he was willing to consider me 
and on that basis grant me this recognition. Again I thank 
you. 

THE GRAND COMMANDER: Is this the time for us 
to make the other presentations? R. E. Grand Recorder, 
will you read off the citations. 

R. E, SIR G. BURTON LONG: If you will come down 
on the floor with me we will present them. 


AWARDED FOR HAVING ATTAINED MEMBERSHIP 
QUOTA 


Springfield Commandery No, 6, K.T, 

Old Colony Commandery No, 15, K.T.—Henry E. Sawyer, Commander 

Bethany Commandery No. 17, K.T.—Leland B. Cole, Commander 

Winslow Levis Commandery No. 18, K.T.—Stuart E. Lauckner, Com- 
mander 


Connecticut Valley Commandery No. 23, K.T.—Donald s. Robinson, 
Commander 


Northampton Commandery No, 30, K.T.—Charles L. Blanchard, Com- 
mander 
Trinity Commandery No, 32, K.T. 
Natick Commandery No, 383, K.T- 
Coeur de Lion Commandery N 
mander 
Thomas Smith Webb Com —Davi 
Connie mandery No. 51, K.T.—David W. Blood, Jr., 


—Robert A. Meffin, Commander 


—William J. Milyaro, Commander 
—Robert M. MacKenzie, Commander 
o. 34, K.T.—W. Wilson Fowle, Com- 


AWARDED FOR OUTSTANDING EFFORT FOR THE 
KNIGHTS TEMPLAR EYE FOUNDATION 


Sir pene Frank G. Holt, Jr., P.C.—Haverhill Commandery No. 14, 
Sir Been Bors H. Andrews, P.C.—Coeur de Lion Commandery No. 


GRAND ENCAMPMENT CERTIFICATES 
AWARDED FOR HAVING OBTAINED 10% OR MORE 
OF MEMBERSHIP AS LIFE SPONSORS 


St. John’s Commandery No. 1, K.T. 
Newburyport Commandery No. 3, KT, 
St. Bernard Commandery No. 12, K.T, 
Haverhill Commandery No. 14, K.T. 
Jerusalem Commandery No, 19, K.T, 
St. Omer Commandery No. 21, K.T, 
Berkshire Commandery No. 22, K.T. 
South Shore Commandery No. 31, K.T. 
Natick Commandery No. 33, K.T, 
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i dery No. 34, K.T. 
Co omanntion te, 0 
Beauseant Commandery No, 41, K.T. 
Ivanhoe Commandery No. 46, KT, 
Temple Commandery, Bee o He 
i er, le », AT. 
reoree saith Webn Commandery No. 51, K.T. 
: R.E. Grand Com- 
. E. SIR G. BURTON LONG: i 
ene I wish to report to you, etka rae ieee Lee 
é anderies that have attaine p } 
oe ar tee membership as Life a ee 
i resented today. The other Comm: 
Sk folie WS 1 of Providence, Rhode Island, who wrote 
direct to the Eye Foundation, contrary to our Bee 
received the certificate ae aii Dart gn Le i 
+ Friday while talking to - P 
fe Sei Director. Once again I would urge A ie 
Commanderies work through our Grand epee es a “a 
fice so that our records ae be ee ae Lae i ae 
i re credit is due. I want to m: 
Loi Maurice Commandery who are here today ead 
Fate ‘know by way of the back door the fact that they 
have already received their certificate. ; ss 
THE GRAND COMMANDER: Thank you. I am 
ryone will take heed to that advice. 
et he this time I would like to call on the Eye Founda- 
i -omotional Committee for a report. 
WePORt COMMITTEE ON KNIGHTS TEMPLAR EYE 
FOUNDATION, INC. PROMOTIONAL COMMITTEE 
The Knights Templar Eye Foundation, Inc., ae 
‘onal Committee had its first meeting on January 2 F 
ion at the office of the Grand Commandery, following 
a delicious luncheon. Those present were as follows: 


i y . Patton, Jr., Grand Commander 

: 7 4 C. ee Long, Past Grand Commander and 

ran¢ rder ; 
ai oe Gieaier E, Oldmixon, Chairman . 
Em. Sir Philip Russell, Metropolitan Division 
Em. Sir William R. Smith, South East Division Te 
Em. Sir George H. Andrews, Metropolitan Nort ivi 
Em. Sir Frank G. Holt, Jr., North East Division 
Em. Sir John M. Tassey, Central Division 
Em. Sir Karl W. Benway, Western Division olson 
Em. Sir Chester L. Crawford, Metropolitan South ivisior 
Em. Sir C. Leigh Kingsford of the South West Division 
could not be present at this time. 
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The fact that this was our first meeting does not 
mean we were idle from October to January. Each member 
was serving a second term on this committee. Their quest 
for Life Sponsors did not falter since their first appoint- 
ment in October, 1965. Our meeting was devoted to plan- 
ning our course for the ensuing year. One of our goals 
was to send our Grand Commander to the Grand Encamp- 
ment of Knights Templar 50th Triennial Conclave at De- 
troit, Michigan, armed with a total of over 1,000 Life 
Sponsors of the Knights Templar Eye Foundation, Inc. 
This goals was accomplished by many hours of travel and 
work by a devoted committee, 

In answer to General Order No. 18, issued on Septem- 
ber 15, 1966, calling upon every Knight Templar to co- 
operate in a systematic campaign to procure 10% of the 
total membership as Life Sponsors, this jurisdiction secured 
13 commanderies with 10%, 2 Commanderies with over 
20% and one commandery with over 50% of their mem- 
bership as Life Sponsors. There are many commanderies 
that are very close to their goal of 10%. 

The fact that the members of this committee are 
Serving their second term has helped our cause greatly. 
Each member is aware of the action to be taken and 
procedure to follow in securing Life Sponsors for the 
Knights Templar Eye Foundaton. 

This year we added “MEMORIALS” to our list of 
many ways to support this great humanitarian charity. 
The “MEMORIALS” made it possible for anyone to pur- 
chase a Life Sponsor Certificate in the name of a deceased 
Sir Knight. The results of this addition will appear in 
the statistics at the end of this report. 

I want to commend two members of this committee 
who have done outstanding work in their own comman- 


deries: 
Em. Sir George H. Andrews, Coeur de Lion Com- 
mandery No. 34, with a total of 101 Life Sponsors, 


Em. Sir Frank G. Holt, Jr., Haverhill C 
No. 14, with a total of 62 Life Sponsors, aaa | 


The Knights Templar Eye Foundation, Inc. film was 
used twice this year. This film is available to every com- 
mandery or any organization. 

May I take this opportunity to thank the members of 
this committee for their co-operation, devoted service and 
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many hours of hard work as shown by the following 


statistics: 
September 1, 1967 


1,135 Life Spousons beeen eee en neers e eee e eee e ees 
Patron Commanderies .......--- preset este e tenes 
rr Patrons (Other than Commanderies) ............ 2,100 


5 Associate Patrons .-..--seese sees tere eee eee e eens 


$ 41,050 


Total Paid by Assessments to June 30, 1967, inclusive. .$140,839 
Y ri be purchased this year. This figure is 
rp pei og Tite sponsors listed above. . 

I have been asked to serve as oe ee oe! ge) 
honored and p 
i y another year. I am both L [ 
oe : sincerely hope my present pee rie 
another term with me. Working bee ee ts ae 
as been a pleasure and very rewar i 1 mr t 
ae Eye Foundation, Inc., for they are doing ‘“God’s 
work.” 
Respectfully submitted, 
c i hairman 
Chester E. Oldmixon, C I 
Knights Templar Eye Foundation, Inc. 
Promotional Committee 


THE GRAND COMMANDER: Thank you, sir Knight. 
. Hie 

. - “a oe BURTON LONG: I move the report be 
accepted and spread upon the records. (Motion eenondett) ' 

THE GRAND COMMANDER: All those in beet 
the motion to accept will extend the hanes capi en 
hands. Opposed, the bridle arm. It is a vote and I so 
it. 

Following that we should have the report of the Eye 
Foundation Committee. 

September 19, 1967 


Sir Knights: 
The Grand Commandery committee of the Eye Foun- 
dation has served now for nine eg In palin ane 
d 11,000 cases and have spen ; 
$3,000,000. During the last year, so pa the A age i 
: i Massachusetts and particu arly in ode ; 
tess diminished because of the influence of medicare and 
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public assistance. Your chairman wishes to call to your 
attention these regulations (herewith enclosed) 


MEDICARE AND THE KNIGHTS TEMPLAR 
EYE FOUNDATION, INC. 


Many inquiries are being made concerning the effect 
of the U. S. Government Medicare Program on the policies 
and operations of the Knights Templar Eye Foundation, 
Inc. Under what circumstances and to what extent will the 
Foundation assist persons sixty-five years of age or more, 
who are covered by Medicare? 

The general procedure for assistance to applicants 
covered by Medicare is as follows: 

1. SURGERY: For one covered by the medical part of 
the Medicare Program, who also meets our eligibility re- 
quirements, the Foundation will pay the first $50.00, plus 
20% of the remainder fo costs for the services rendered. 
However, the total amount granted for may particular 
surgical procedure SHALL NOT EXCEED the amount 
that would be authorized for a person not covered by 
Medicare. 

2. HOSPITALIZATION: Within the limitati j 
stated, the Knights Templar Eye Foundation will ee 
first $40.00 for hospitalization plus 20% of the remainder 
of ae bill. Medicare is responsible for the other 80%. 
LENSns ee PROSTHESIS AND CONTACT 

ae : Inasmuch as Medicare does not cover costs of 
as ee prosthesis, or contact lenses, the Foundation will 
i or these items following necessary surgery, when 
i ae Mae cee as part of the surgery and requested 
with ou Mie allowed will be in accordance 

_ It must be remembered that Medicare assistance a 
ae eal ie Persons sixty-five years of age or older. a 
pried nstances persons are old enough to qualify for such 

sis ance, but because they have failed to register cannot 
receive it until they have been registered for a period of 
six months. Such cases are few, but they do exist and must 
be considered. In such situations, the Knights Templar 
Eye Foundation, Ine. will give the needed assistance based 
on its usual fee schedule for surgery and hospitalization 
provided, of course, that the applicant conforms to the 
ig eligibility requirements. 

_ Since more than fifty percent of all applicati 
assistance have come from individuals over <a pea 
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of age, the Medicare Program releases some of the funds of 
the Foundation for assistance to a steadily growing number 
of children with cross eyes (allowed up to sixteen years of 
age), as well as other surgery for persons in every age 
bracket. E I 

The Knights Templar Eye Foundation, Inc, is aware 
that in many localities the Medicare allowance for services 
of the Opthalmologist exceeds those allowed by the Foun- 
dation. No set Medicare surgery fee schedule has been 
put into effect to date. Sections of the country have deter- 
mined their own fee allowance, in range groupings, ac- 
cording to what the area considers “fair and reasonable’ 
amounts. Due to these circumstances, the Knights Templar 
Eye Foundation, Inc. has adopted the procedures herein 
outlined. N 

The progress that our Foundation has made can be 
seen in the outstanding results in the better than 11,000 
cases processed to date. A most favorable image, both 
within the United States and in foreign lands has been 
created, The future is certain to enlarge this image, and 
bring to more and more people the answer to their prayers 
for “Light in a dark world.” 5 A 

The committee on Life Sponsorship and Promotion 
have previously reported the facts and figures pertaining 
to the Eye Foundation. 

Respectfully submitted, 


SAUNDERS W. SPOONER, 
Chairman 


THE GRAND COMMANDER: You have heard the 
report of the Eye Foundation Committee. ‘ 

R. E. SIR G. BURTON LONG: Move it be accepted 
and spread upon the records. (Motion seconded) cra 

THE GRAND COMMANDER: All in favor signify 
by extending the sword arm. Down hands. Opposed, the 
bridle arm. It is an order and I so declare it. 

R. E. SIR G. BURTON LONG: R. E. Grand Com- 
mander, there is only one thing that I wish to point out to 
the gentlemen who spoke this morning. I am very proud 
and happy to tell them that this Grand Commandery is the 
sponsor for Haute Saone Priory, Order of Knighthood, 
for Senior DeMolay boys. It is our hope that prior to the 
end of this calendar year there will be not less than 100 
boys in this Priory. I just wanted that to be put on the 
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record in reply to them to show that we have been doing 
something. 

THE GRAND COMMANDER: Thank you. Now for 
the boys in the Red Cords over there. My friends, if you 
have made a caucus as to who is going to address this 
august body at this time would you please make it known. 

R. E. SIR NEIL R. BAKER: E. E. Grand Commander, 
the boys just elected me very suddenly. We do wish to 
convey our greetings to you at this Conclave this morning 
and to extend to you our best wishes for the courtesies 
that have been extended to us on our arrival here at Boston 
and also the way our ladies have been taken care of. Our 
greetings to you. Thank you. 

THE GRAND COMMANDER: Thank you, R. E. Sir, 
and I assure you that it has been a pleasure to be with 
em around the Jurisdictions. I am so glad you could be 

re, 

Now, Sir Knights, it is my privilege to turn the chair 
a to the R. E, Grand Captain General of the Grand 
peewee eee Knights Templar of the United States of 
J merica Sir Knight Willard M. Avery who is our Inspect- 
Ing Officer and the personal representative of Sir Knight 
John L. Crofts, Sr., our M. E. Grand Master. 


RIGHT EMINENT GRAND COMMANDER, 
MOST WORSHIPFUL GRAND MASTER, DIS- 
TINGUISHED GUESTS, AND SIR KNIGHTS: 
This i 
Encampme 
Command 
that you 


one every place in Templar: 
Andrews Royal Arch Lodge 
the cradle of Templary. I k 
of this heritage, 

It is indeed an honor to be the personal representative 
of our Most Eminent Grand Master, John Lawton Crofts, 
Sr. and to bring you his personal Knightly Greetings and 
best wishes. It is certainly a challenge to a Grand Master 
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of the Grand Encampment to follow a distinguished states- 
man and world renowned person as Jr. Past Grand Master, 
Wilber M. Brucker. It is the opinion of many in Templary 
that this Triennium headed by Grand Master Crofts will 
bring forth the most beneficial organizational and up to 
date changes that we have witnessed in our lifetime as 
Templars. Grand Master Crofts has the ability, zeal and 
courage to and will lead us in bringing these things about. 
A story, possibly a true one, is told of a visitor to at 
prior to the first World War, observing a guard in Ms 
military regalia marching backward and forward af e 
palace grounds hour after hour—back and forth = a 
apparent useful purpose to perform. The ae ee we 
asked why the guard duty—but had no answer. by er 2 
the captain know why the guard walked his regular bea = 
neither did the General. Research conducted in the files of 
the Russian Army finally disclosed that more than 100 
years before the guard had been ordered to walk the beat i 
protect the Czarina’s newly planted rose bush—that al 
though the rose bush had died many years prior, oe 
had in the meantime of more than 100 years seen i : 
discontinue the guard duty. It is my opinion that ape 
Master Crofts has no desire to continue such guard duty 
in Templary. 


i ive of this Triennium is well set forth in the 

wee none our Grand Master in the September issue 
ight Templar Magazine: 
“DIRECTION is et a problem to us as we face the a 
Through the extraordinary efforts of Grand Master i ‘orl 
M. Brucker and of Grand Master Paul M. Moor ee ae 
all Templars must understand our mission. To Bp i oe a 
as Christian Warriors is our privilege. To carry a ae 
tian witness into our communities, both as individuals an 
ganization, is our duty. oy 

phen errr as individuals and as an organization, 
is our immediate concern. As Grand Master Brucker La 
in the language of the MARINER, let me now speak in the 
language of FLIGHT. 


One of the facts of flying is headwinds. We know that 
certain factors of our day are adverse to Templar progress, 
as headwinds are to an aircraft. These same forces oppose 
the progress of the churches and of all other organizations 
that seek to extend the Master’s work. The answer to head- 
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winds is improved PERFORMANCE, so that they will 
have less effect. 

DESIGN—is a primary concern of aircraft manufacturers, 
and likewise of those Templars who feel the urgent need 
for high performance. At the Triennial Conclave just con- 
cluded, such need was clearly felt by an overwhelming 
majority of the delegates, and a more efficient Templar 
craft at the national leval was authorized. In such an 
atmosphere, the same sort of progress in every Grand 
Commandery should follow naturally. 

Aircraft designers seek to eliminate all DRAG FAC- 
TORS, those things which work against forward progress, 
and so must we. Indolence, unconcern, devotion to the 
status quo and selfish desires must be eliminated if we are 
to excel in performance as our purposes demand. 

Finally, performance depends upon effective THRUST, 
or power. Regardless of a beauty of design which may 
delight the eye, foward progress depends mainly upon a 
driving force. It is time to check ALL ENGINES. Grand 
Commanderies, district organizations and local Comman- 
deries all must produce FULL THRUST, if we are to 
GET UP ON THE WING and FLY RIGHT!” 

With this attitude of progressive change being pre- 
valent on the Grand Encampment level, let us take a few 
minutes to examine some of the specifie functional changes 
that are planned: 


FIRST; 


and Possibly foremost among the planned changes is the 
fe ee of the office of the Grand Recorder of 
ae rand Encampment and activities from this office. 

e are most fortunate in having in the person of Paul 
Cc. Rodenhouser, Grand Recorder, Past Grand Commander 
of _Pennsylvania, a professional public relations and pub- 
licity expert with a wealth of Templary background and 
the vigor of manhood to head this undertaking of the work 


'S Can and will be placed 


1 rather than reporting 
an accomplished fact. As most of you know, the Knight 


Templar will be mailed to every member of Templary 
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ing July 1, 1969. Data processing equipment will be 
installed in the office prior to that date and the staff will 
be increased. Within the next several months we will have 
an up-to-date fully manned Grand Recorder’s Office that 
can and will be most helpful to Templary. I am ereatly 
encouraged by the future prospects in this phase of the 
work. 


SECOND: 


We generally point to the work of the Knight gered 
Educational Foundation with pride and satisfaction. Your 
record in this Grand Jurisdiction has over the past ee 
been very satisfactory. This Grand Encampment pt = 
is now being chairmaned by Oliver S. Willham, P. sins 
Oklahoma, who recently retired as President of Pant andle 
A.& M. College of Goodwell, Oklahoma, and A oe oe 
than 81 years prior to becoming president of he ie ege 
was a professor at Oklahoma University. The rules f°) 4 
Educational Foundation have not been revised for approx 
mately 15 years and they are now under revision ve wa 
idea of keeping the administration in local on s “4 iyi 
always has been but making uniform the ru cea 
which the funds are being administered. It is felt al in 
so doing it will be possible to advertise and pose aed 
information on a national basis and aie itis ly i 

x ans. Some of the changes ar : 
(Gy. The Grond oe will be the ie nape iat 
in each Grand Jurisdiction, but will not be a member 
th ittee. ; 
(2) othe interest rate will be uniform and will be 5% 
from date of graduation or termination of schooling. eee 
(3). The loan limit to any student raised to seonn-ne wal 
a provision that $2500.00 may be loaned during the 
ear ling. bs 
(4). nace “still made only to those students requiring 
ar, inish their course. . 

ey More eet and responsibility will be placed at the 
local Commandery level with a desire to obtain participa- 
tion from the local Commanderies. 


THIRD: 


Our great charity is our KNIGHT TEMPLAR EYE 


i is Grand 
FOUNDATION, INC. Apparently everyone in this 
Jurisdiction knows and appreciates the wonderful xe 
the Foundation is doing as evidenced by the 1135 Life 
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Sponsors that you had as of August 31. No basic change 
was made at the Detroit Trienniel relative to the Founda- 
tion. I urge you to continue your fine support of this most 
deserving project. 


FOURTH: 


The committee on ritualistic matters of the Grand 
Encampment is chairmaned by Virgil Kent, P.G.C., of 
Ohio Jr. Past Department Commander of the East Central 
Department of the Grand Encampment. From all indica- 
tions a number of changes will be forthcoming offering 
options to reduce the requirements for smaller units to do 
ritualistic work and to more adequately provide for festi- 
vals at which large classes are initiated. 

Time will not permit me to go into further discussion 
of proposed work of other committees other than to say 
that from all indications you may reasonably expect to 
receive direction and help from many Grand Encampment 
committees during this Triennium Line with the pre- 
valing theme of modernizing our mechanics of operation, 
but maintaining our well established Christian direction. 

Dr. Norman Vincent Peale, a Knight Templar, in his 
address at the Waldorf at the wonderful Sesquicentennial 
Celebration, said in substance that only the occupants of 
cemeteries are free from problems here on this earth— 
only when we are dead we have no earthly problems. 
Following this standard, Templary is not dead—for we 
certainly have two MAJOR and possibly related PRO- 
BLEMS: 


(1)—Logs in membership. 
(2)—York Rite Unity. 


Unless we find a solution for the loss in membership 
and get on the “plus” rather than the “minus” side of the 
ledger soon—we certainly cannot look forward to Templary 
in its present form, leave alone what we hope it may be- 
come. This problem can only be overcome on the local 
commandery level, but you can and should look for assis- 
tance and direction from the Grand Encampment in this 
undertaking. 

The term “York Rite Unity” means many things; al- 
most every interested companion and Sir Knight has his 
own ideas as to what should be done; various areas of the 
United States have different ideas as to what is for the 
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best for York Rite. It would appear from the discussion at 
Detroit that this subject is not a dead issue. The General 
Grand Chapter, General Grand Council and Grand En- 
campment have committees appointed to further discuss 
the problems and I feel reasonably sure that at least the 
Grand Encampment Committee will have positive recom- 
mendations when we meet in Denver. There seemed to be 
a definite feeling at Detroit that the “status quo” was 
generally not acceptable. : 

Although finances are not particularly a vital pro- 
blem, I should call to your attention the fact that the 
Grand Encampment program is costing each of us more 
money. Each Sir Knight through their Grand Comman- 
dery will be paying as of June 30, 1968, annually—the sum 
of 34 cents to the Grand Encampment, (prior assessment 
18c) and as of June 30, 1969, the total pay to the Grand 
Encampment will be $1.00 annually per member, which 
will include the subscription to the Knight Templar Maga- 
zine. 

We are in a time of change and we earnestly feel a 
time of progress; that better days are ahead for Templary. 
The Grand Encampment program will largely be directed 
in each Department by your DepartmentCommander.When 
the Grand Master or his personal representative is not 
present, the Department Commander represents the Grand 
Encampment. Look to him for assistance and follow his 
guidance. You are most fortunate to have Sir Knight Frank 
L. Bourke, a dedicated Sir Knight, to serve as your Right 
Eminent Department Commander for this Triennium. We 
are looking forward to much progress under his able 
leadership. j 

I sincerely thank you for all of your courtesies to Mrs. 
Avery and myself, and wish for you the best in Templary. 

THE GRAND COMMANDER: Thank you, R. E. Sir. 

Burt, do we go to new business or go to lunch? 

R. E. SIR G. BURTON LONG: I have some old 
business. Would those who have Rituals and were requested 
to give them to me prior to nine o’clock, give them to me 
directly on return from the noonday luncheon. If you 
remember, you know that one cannot be installed until 
such time as their Ritual has been accounted for. 

THE GRAND COMMANDER: Unless - there was 
something urgent to come up under new business at this 
time we will recess for lunch. 

(Recess for lunch from 1:10 p.m. to 2:30 p.m.) 
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R. E. SIR G. BURTON LONG: Sir Knights, your 
attention please. Will the members of the Board of Direc- 
tors of the Grand Commandery of Massachusetts and Rhode 
Island please report to the Recorder’s desk. 

(Short business meeting of the Board of Directors 
held at this time.) 

THE GRAND COMMANDER: Sir Knights, your at- 
tention please. E. Grand Captain of the Guard, you will 
present the Grand Warder to the East. 

E. SIR L. RAYMOND WYATT: R. E. Grand Com- 
mander, it is my privilege to present to you the Grand 
Warder, Sir Knight Leonard Hoft. 

THE GRAND COMMANDER: I suppose you know 
why I had you brought up here. 

E. SIR LEONARD H. HOFT: Not a bit, 

THE GRAND COMMANDER: This brings to a con- 
clusion our official relationship which has been very pleas- 
ant all through our years coming through the Line. I 
don’t like to get too emotional about this thing, Lenny, but 
you have been an awfully good friend, a strong right arm. 
Your counsel has been wise and you have told me when I 
was out of line which I appreciate very, very much. You 
will never know how much your sincerity, your trustworthi- 
ness and your patience has meant to me and I would like 
at this time to present these to you. I know it is not the 
end. I wish you would replace your shoulder boards with 
these because I know the new Grand Warder is going to 
want them. Here is the rosette for the side of your chapeau 
and it gives me a great deal of pleasure to personally pin 
on your coat this Past Grand Warder’s jewel. I hope, Lenny, 
that you will be able to wear that for many, many years 
with much pleasure to yourself as you have given me in 
our association. 

E. SIR LEONARD H. HOFT: Thank you very much. 
I might say, R. E. Sir, that these last eight years have been 
a lot of fun and I have met a lot of fine friends and I have 
enjoyed every bit of it. All good things must come to an end 
but that is only in Commandery. Thank you very much, 
George, it has been a pleasure working with you. 

THE GRAND COMMANDER: Is there any new busi- 
ness to come before this Grand Commandery? 

R. E. SIR ROBERT GARDINER WILSON, JR.: RB. BE. 
Grand Commander, perhaps I shouldn’t delay you at this 
time but for just a minute, I was one of those who was at 
Detroit and even with fear of being too critical I was not 
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isfi ith the Detroit convention. I was never so 
Sea to participate in a Triennial pees ores 
by a man of the abilities of our J unior Past Grand Mas’ er 
with his diplomacy and his fairness, but the sepa in 
which the disputed items ed disposed of was to my 
mind a grave disappointment. } ‘ 

It ru somewhat disillusioning in fact with en 
to the vote on making every Knight age es eee es 
an enforced subscriber to a new magazine. The eee heretic 
favor and the total vote against exceeded by a maa a 
amount the number of Sir Knights who were pr 
entitled to vote which was a little Cae ar 

I don’t think that the members of ee en ap tnd 
mandery have been told and I think per. fre suvanted 
better get the bad news now that although sao ee 
cost of this new magazine arrangement was eH PENS 
some 66 cents, including postage and i2 Panty ee ae 
a four page insert which would be forwar ate Sanunagt 
from Massachusetts and included, the even eae 
appears are now up to a dollar and T Sm ont On tar. 
pessimistic enough to believe it can t Pe 0 He WeMilee 
But for whatever it is done for each ! eo ee ade 
Massachusetts and Rhode Island is rane ey 
tional per capita tax of 80 odd cents as a Te pean ee 

In addition to that each one of # ae eee 
know will be real pleased to learn that ihe popes 
keep a standard list of the names and ° Fee ieee 
of their members available in the central o: Seba are 
a Recorder for a Commandery of any ne iyo Ee eines 
number of changes of address in the eee i 
months, let alone deaths, will keep you fairly busy. Bota aly 

My own feeling is that any monthly pea es abe 
any real value the news has got to be ea te tek as 
and in view of the type of postage te world they are 
bring it down to a dollar how in the peel A all the 
going to keep up an accurate aaeas ns oe 
Knights Templar in the United States I do Lae ‘e lugs 

But in any event it passed. I am Se i eg SR 
record as stating sitting with the Gran 7 ec 
were two votes at least from this area against, oe ee 

The second disillusioning point was despite : be 4 
by the General Grand Chapter and the seo ran 
Council last October no affirmative action was taken ee 
way or another at Detroit or a stand taken or any rea 
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recognition taken of the indefinite postpon 

hope sa he for York Rite Unity. ere eee | — 
o let’s not come back and tell the boys tha 

rosy and it was a highly successful Contests a all 

is well with the world because that is really not so. 

; _Now various factors are given for the reason for our 
failing to get more members and I say that one of the chi ¢ 
factors for the decline of the York Rite is the time th ti 
takes, especially in this area of the country, to mang . 
the York Rite. As of the close of 1950, and if am Sole = 
prove fee Bae ae poe the Scottish Rite tells us a 

n r 0 at, as of the close of 1950 f 3 
164 more Knights Templar in Massachusetts io Pe 
not, 11,487 as against 11,323. 
ore 32° Masons in Massachu- 
ts Templar. In other words, 
x the four year period ending 


Now I don’t advocate membership i 
Sickionina” in the shortest ee pel ay mae 
pal medium and we are being told that the future of 
Masonry and the future of Templary is to get young men 
mts this Order and I say to you that not only the high 
ype professional man and the high type successful business 
eee the average coming young man will not spend 
Ee ao night, month after month, joining the York 
ee es A other Rite, and I say that advisedly and to 
Ween me Point I say the reason for the big change between 
Senter hat al aes the growing membership of the 
See te and the York Rite in this State is primarily 
peek gee point because no man is going to give up 
Tenor Fee i, and a half to go from Blue Lodge to 
get his 32° Degree in lees than eco, te, same thing and 
! an am i - 
ness with our setup and that is 2 ome! tek tt 7 
aoe beg see the whole question of York Rite Unity swept 
opie | be ns until the next Triennial but until time 
THE GRAND COMMANDER: Thank you, R. E. Sir. 
I am sure I don’t have the solution to the problem this 
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afternoon, I wish I did, but your remarks are timely and 
Iam sure they will be fruitful. Thank you, Robert. 

Anyone else have anything to bring before this Grand 
Commandery before I turn it over to the Installing Officer? 

R. E. SIR G. BURTON LONG: R. E. Grand Com- 
mander, I wish to read a paper, It is to be read, received, 
and does not require any comment. It is a proposed amend- 
ment to the Grand Commandery Constitution. 


PROPOSED AMENDMENT TO THE 
GRAND COMMANDERY CONSTITUTION 


The following Amendment is submitted by R. E. Sir G. 
Burton Long at the 164th Annual Conclave of this Grand 
Commandery 

To amend ARTICLE XVIII Section 2 of the Con- 
stitution of the Grand Commandery of Knights Templars 
and the Appendant Order of Massachusetts and Rhode 
Island by striking out the word “tenth” in the second and 
twelfth lines of said section and substituting the word 
“first” and by striking out the words “one dollar four and 
one half cents” and substituting the words “two dollars.” 
Said section will then read: 


ARTICLE XVIII Section 2 


Every Constituent Commandery shall make annually 
to the Grand Recorder on or before the first of August, a 
return of the Roll of Officers and members and of all 
eandidates for the Orders accepted or rejected up to and 
including June 30 next preceding and pay to this Grand 
Commandery seven dollars for every Knight receiving the 
Order of the Temple and two dollars plus the amount of 
Per Capita dues assessed by Grand Encampment for every 
member returned and from the sum thus collected shall be 
member levied by the Grand Encampment. A Commandery 
failing to make said annual return on or before the first day 
of August shall pay a penalty of twenty-five dollars. 

This will be brought up at our next conclave. 

THE GRAND COMMANDER: There is no action to 
be taken on it today. 

R. E. Sir Harold Sprague, Chairman of the Nominat- 
ing Committee, do you have a report? 

R. E. SIR HAROLD W. SPRAGUE: R. E. Grand Com- 
mander. To the Officers and Members of the Grand Com- 
mandery of Massachusetts and Rhode Island. Sir Knights, 
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the Nominating Committee of this Grand Commandery 
submit the following report. 

For R. E. Grand Commander, Gordon C. Player; 
Deputy Grand Commander, Norman L. Staveley; Grand 
Generalissimo, Jack Richard Baker; Grand Captain 
General, Elmer E, Palmer; Grand Treasurer, Rober Gar- 
7 Ai Jr.; Grand Recorder, G. Burton Long. 

rustee of the Grand r thr 
eee Fund for three years, Hubert 

Also for the Educational Committee, previous to acti 
a year ago when the By-laws or Constitution were auendel 
the Educational Committee was an appointed Committee 
It now becomes an elected Committee and for this year we 
will elect the entire membership of the Committee but with 
staggered dates of expiration so once this is established one 
each year can be elected and be back on the same rerange- 
ment when the members were appointed only now they will 
be ae Thope I have made that clear. 

© nominees for the Educational i i 
Robert E. Powell, whose term expires Pps se ord 
ae term to expire 1971; Carl C. Peterson, term to expire 

70; David Greer, term to expire 1969; Raymond D 
Douglass, term to expire 1968. Then the Grand Treasurer 
and the Grand Commander ex-officio, Robert Gardine 
Wilson, Jr. and Gordon C. Player, . 


Courteously yours, and signed by the members of 1} 
. * . ne 
Pet poems Harold Sprague, Louis Beaudoin, 

THE GRAND COMMANDER: For the 
election I am going to turn the Grand jake Se 
R.E. Sir Alfred C. Blake. bee aed paki 

R. E. Sir Alfred C. Blake now presiding.) 

R. E, SIR RAYMOND D. DOUGLASS: R. E. Sir, may 
I propose the motion to you. I move we accept the nomina- 
tion of Gordon C. Player for Grand Commander. 

R. E. SIR ALFRED C. BLAKE: Is the motion 
seconded? (Motion seconded) Is there any other nomina- 
tion? If not, I will accept a motion that the nominations be 
closed and the Grand Recorder cast one ballot. 

A SIR KNIGHT: So move. (Motion seconded) 

R. E, SIR ALFRED C. BLAKE: Unless I hear opposi- 
tion the motion is carried. Do you all agree? If go, manifest 
by the usual sign. Contrary minded. Itisa vote. 

Now does anyone wish to make a further motion at 
this point? 
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R. E. SIR LOUIS A. BEAUDOIN: R. E. Sir, I would 
like to move that the entire slate as outlined by the Nomin- 
ating Committee be accepted and that the rules be suspend- 
ed and the Treasurer or Recorder cast one vote for the 
entire slate, 

E. SIR CARL MITCHELL: Second the motion. 

R. E. SIR ALFRED C. BLAKE: Motion made and 
seconded. Are you ready for the question? All in favor of 
the motion as made manifest in the usual sign. Contrary 
minded. It is a vote. Sir Knight Grand Recorder, have you 
cast the necessary ballot, I trust? 

R. E. SIR G. BURTON LONG: I have cast the neces- 
sary ballot for the Sir Knights as listed on the report of 
the Nominating Committee for the officers of: V. E. 
Deputy Grand Commander, Norman L. Staveley; E. Grand 
Generalissimo, Jack Richard Baker; E. Grand Captain 
General, Elmer H. Palmer; Treasurer, Robert Gardiner 
Wilson, Jr.; Recorder, G. Burton Long; Trustee of the 
Grand Fund for three years, Hubert M. Bernard Jr.; the 
Educational Committee, Robert E. Powell 1972, John A. 
Chalker 1971, Carl C. Peterson 1970, David Greer 1969, 
Raymond D. Douglass 1968, and under the Constitutional 
rules Robert Gardiner Wilson, Jr. and Gordon C. Player 
both members of this Committee ex-officio, all of whom 
have accepted. ua 

R. E. SIR ALFRED C. BLAKE: That I believe, con- 
cludes my duties which were foisted on me at the last 
moment to preside in the East for election. So, R. E. Sir, 
I guess you come back for a few moments but not for long.. 

GRAND COMMANDER NOW IN COMMAND 

R. E. SIR G. BURTON LONG: Might I add one part- 
ing note before you finally disappear. As your last duty 
before retiring from office or at least as one of your last 
duties I move you, Sir, that all of the acts of the Officers 
and Committees of this Grand Commandery for the fiscal 
year 1966-67 be ratified and approved. ] 

R. E. SIR ALFRED C, BLAKE: Second the motion. 

THE GRAND COMMANDER: That is a very impor- 
tant motion and I hope it prevails. You have heard the 
motion Sir Knights. All those in favor of its adoption will 
extend the sword arm. Down hands. Opposed, the bridle 
arm. It is a vote and so ordered. We will now continue with 
the Installation of Officers. 

R. E, SIR RAYMOND D. DOUGLASS: Gordon, it is 
a privilege for me to participate in this. I have to admit 
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we have looked forward to the time you would occupy this 
position and I am sure it is my pleasure to take part in this 
ceremony. Will the other Officers chosen, both elected and 
appointed, assemble here in the East. 


E. SIR THOMAS C. BROWN: R. E. Past Grand Com- 
mander, the duly chosen Officers of this Grand Com- 
mandery are ready to be installed for the ensuing year. 


Bint (Following prayer by the Grand Prelate the oath of 
office was administered by R. E, Sir Raymond D. 
Douglass.) : 


OFFICIAL CrrcuLar No. 1 
Series 1967-1968 


ORGANIZATION 1967-1968 


Grand Commander, Gorpon C. PLAYER : 
43 Howe Street, Ipswich, Mass. 
Newburyport Commandery No. 3 K. T. a DUES 
Deputy Grand Commander, Norman L, STaveELEY 
: 37 Glen Ave., Chelmsford, Ma 
Pilgrim Commandery No. 9 K, T. ilar 
Grand Generalissimo, Jack RicHarp Baker 
28 Kirkbrae Road, Lincoln, R. I. 
Thomas Smith Webb Commandery No, 51 K, T, ain 
Grand Captain General, Eimer H, PALMER 
1401 South County Trail, E. Greenwich. 
St. John’s Commandery No. 1 K. T. seared 
Grand Senior Warden, JaMEs C. Strtos 
341 Park St., Dorchest 
St. Omer Commandery No. 21 K. T. me ees SEES 
Grand Junior Warden, Tuorsren B, Linp 
79 Barthel St., G: 
: Ivanhoe Commandery No. 46 K. ne nn RMA 
Grand Prelate, Rry. W. Irvine Monnog, Jr. 


337 Beacon St., L 
St. Omer Commandery No. 21 K ee Mass, 01850 


Grand Prelate Emeritus, Rev. Franx B, CRANDALL 


29 Winter Island Road i 
Athol Commandery No. 37 K, T. Salen MS, za 


Associate Grand Prelates : 
Rev. Leonarp 8. RepLawn, 106 Bateman Ave., Cranston, R.I. 02910 
Em. Sir Ratry FB, Nose, 45 Chandler Rd., W. Medford, Mass. 02155 
Sir Kr. Arruur J. PHILLIPS, 33 Phillips Bt., Watertown, Mass. 02172 


Grand Treasurer, Roperr GARDINER WIrson, Jr. 


73 Tremont St., 
Boston Commandery No. 2 K, beat Mass. 02108 
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Grand Recorder, G. Burton Lone 
Room 405, Masonic Temple, 186 Tremont St., Boston, Mass. 02111 


Reading Commandery No. 50 K. T. 
Grand Standard Bearer, L. RAYMOND WYATT 
17 Walnut St., Plainville, Mass. 02762 
Bristol Commandery No. 29 K. T. 
Grand Sword Bearer, Cartes L, FLyGare 
37 Railroad Ave., Beverly, Mass. 01915 
Bethlehem Commandery No. 43 K. T. 
Grand Captain of the Guard, Ropert M. MACKENZIE 
. y 13 Jackson Court, Natick, Mass. 01760 
Natick Commandery No. 3 K. T. 
Grand Warder, James P. McCormick 
oe seas Linebrook Road, Ipswich, Mass. 01938 
Newburyport Commandery No. 3 K. T. 
Grand Sentinel, GrorcE M. SANFORD 
Sia 56 Tennyson Road, Reading, Mass. 01867 
Reading Commandery No, 50 K. T. 
I r ructor, Harotp P, TREFETHEN 
ARE En eo 98 Allen Avenue, Waban, Mass. 02165 
Gethsemane Commandery No. 35 K. T. 


TRUSTEES OF THE GRAND FUND 


R. BE. Sin Harotp P. TREFETHEN (1968) 
E. Sm Donatp H, Wurrremore (1969) 


BE. Sir Huperr N. Bernarp, JR. (1970) 
R. EB. Sm Ropert GARDINER Witson, JR., Grand Treasurer 


R. BE. Sir Gornon C. Prayer, ex-officio 
AUDITOR 1967-1968 
Rosert P. BeacH, C.P.A. 
Courteously yours, 
G. Burron Lone, Grand Recorder 


COMMITTEES 1967-1968 
CHARTERS AND DISPENSATIONS 


JURISPRUDENCE 
E. Sir Winslow A. Robbins, R. E. Sir Alfred C. Blake, 
Chairman, No, 12 Chairman, No. 2 : 
E. Sir Whitfield W. Johnson, BB. Sir Vernon C. MacNeill, No. 18 
No, 12 E. Sir Donald W. Vose, No. 12 
R. E. Sir Robert Gardiner Wilson, 
No, 2 . EDUCATIONAL 
E. Sir Frankland W. L. Miles, 
No. 2 E. Sir Robert BE. Powell, 
iE. Sir Eugene P. Carver, Jr., Chairman, 1971, No. 7 
Ng 2e R. E. Sir Raymond D. Douglass, 
¥. 1967, No. 12 
ENG E. Sir David Greer, 1968, No. 42 


B. Sir Edward Norris, Chairman, E. Sir Carl C. Peterson, 1969, 


No. 20 No, 12 
R. E. Sir Kenneth H. Earle, No.1 E. Sir John A. Chalker, 1970, 


E. Sir Harold A. Budreau, No. 2 No. 7 
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R. E. Sir Gordon GC. Player, 
ex-officio, No. 3 

V. E. Sir Norman L, Staveley, 
ex-officio, No. 9 

R. E. Sir Robert Gardiner Wilson, 
Jr., ex-officio, No. 2 


CREDENTIALS 


E. Sir William Turner, Chairman, 
No. 49 

E. Sir Ernest J. Comi, No. 26 

E. Sir George W. Dunlap, No. 31 

REGISTRATION COMMITTEE 

E. Sir Chester G. Parsons, 
Chairman, No. 7 

E. Sir Joseph F. Stead, No. 21 

E. Sir Allan Campbell, Jr., No. 21 


PRINTING 


R. E. Sir Gordon C. Player, 
Chairman, No. 3 
vie Sir Norman L, Staveley, 
0. 9 


R. E. Sir G. Burton Long, No. 50 
NEcROLOGY 


Rey. and B. Sir w. Irving Monroe, 
Chairman, No. 21 

Rev. and E. Sir Leonard S. 
Redlawn, No. 1 

Rey. and B. Sir Frank B, 
Crandall, Emeritus, No. 37 


CHRISTMAS OFFERING AND 
Goop CHEER 


R. E. Sir G. Burton Long, 
Chairman, No. 50 

E. Sir William J, Milyaro, No. 32 

E. Sir John A, Swahn, No. 24 


E. Sir Robert M. MacKenzie, 
No. 33 


E. Sir Robert A. Meffin, No. 6 
E. Sir Leland B. Cole, No. 17 
E. Sir Albert G. Gillespie, No. 21 


TRIENNIAL ComMIrTEr 


R. E. Sir Gordon c, Player, 
Chairman, No. 3 


V. E. Sir Norman L. Staveley, 
No. 9 

E. Sir Jack R. Baker, No. 51 

R. E. Sir G. Burton Long, 
ex-officio, No. 50 


Inspector INSTRUCTOR 


E. Sir Harold P. Trefethen, No. 35 
INSPECTION AND TACTICS 
R. E. Sir Gordon C. Player, 
Chairman, No. 3 


R. E. Sir Harold 8. Crocker, 
No. 38 

E. Sir Thomas C. Brown, No. 51 

E. Sir Franklin H. Michelsen, 
No. 16 


R. E. Sir G. Burton Long, No. 50 
K. T. Eye Founpation ComMMIrrer 


E. Sir Saunders W. Spooner, 
Chairman, No. 13 

E. Sir Henry D. Harmon, No. 12 

E, Sir Leonard H. Hoft, No. 20 

R. E. Sir G. Burton Long, 
ex-officio, No. 50 


K. T. Eye Founpation 
PROMOTIONAL CoMMITTER 


E. Sir Chester B, Oldmixon, 
Chairman, No. 50 

Sir Phillip W. Russell, No. 7 

. Sir William R. Smith, No. 51 
Sir Frank G, Holt, Jr., No. 14 

Sir John M. Tassey, No. 33 

Sir C. Leigh Kingsford, No. 13 

Sir Karl 0. Lepisto, No. 22 

Sir George H. Andrews, No. 34 

Sir Chester L. Crawford, No. 39 


York Rire PRoMoTIONAL AND 
MEMBERSHIP 


R. E. Sir G. Burton Long, 
General Chairman, No. 50 

Grand High Priest and Grand 
Royal Arch Chapter and Grand 
Master of Grand Council Royal 
and Select Masters, Co-Chair- 
men 

E. Sir Archie Simons, Director- 
Coordinator with Royal Arch 
Chapter in Massachusetts, 
No, 36 

E. Sir William F, Raymond, 
Co-Chairman of Rhode Island, 
No. 8 


MEMBERSHIP COMMITTEE 


Northeast—E, Sir Norman P. 
Smith, No. 3 

Southeast—H. Sir Carl R. 
Mitchell, No. 1 

Metro—k, Sir John A. Chalker, 
No. 7 

Metro, North—E. Sir Robert B. 
Lewis, No. 20 

Metro, South—W. Sir Irving L. EB. 
Steffen, No. 38 

Central—k. Sir Clifton S. 
Robertson, No. 5 

Southwest—h, Sir Leland F. 
Ross, Jr., No. 11 
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Western—BE. Sir Paul W. MEMBERSHIP AND PUBLICITY 


Dixon, Sr., No. 22 


PUBLICITY AND PUBLIC 
RELATIONS COMMITTEE 


E. Sir George M. Sanford, Jr. 
Chairman for Massachusetts, 


E. Sir Ralph L. Connolly, 
Chairman, No. 20, 17 Forrest 
St., Wilmington, Mass. 01887 


KyIGHT TEMPLAR MAGAZINE 


o. 50 ] 
moe Arnold C. White, Chairman E. Sir George M. Sanford, Jr. 
for Rhode Island, No. 13 No. 50 


AYMOND D. DOUGLASS: Thank you. 
R. ey | oc it has been a privilege a go 
through the procedure of putting you into bos 0! ss 
legally. So now we will turn the Grand oe sia rae 
to you and I assure everyone here that it is in the fines 
ae yen COMMANDER: Thank you, Sir. pl 
Sir Knights, I want to thank you for this ale 
you have conferred upon me and I hope by the nd gf 
God and all you Sir gecte ee arte hoe ad a 
ual meeting I will be able 1 yc ‘ 
this one has hod For wed aos ee Meee ped 
i reat honor and wi 
oti a8 aaa all the Sir Knights I hope and any med 
will work to the fullest of their abilities and we have 
ear. : 
——. te thank R. E. Sir Ray Douglass wae a4 
Tom Brown for filling in . short. eager I thin ey di 
ul job as the installing suite. , 
iain cu thank the Sir Knights from wc isc 
Commandery, eleven of them _who came down to be 
escort for the day. Thank you, Sir Knights. i 
Sir Knights, we have much planned for Bes ape 
year and, as R. E. Robert Gardiner Wilson has s <~ ns 
have to shorten this thing up and this is what ie - ae 
do this coming year. We have a sae es rate rd 
each Division. This will take place within the i s 
months. We have four Exemplifications planned - ce, _ 
going to have some York Rite Nights. Sir a ee oe * 
going to keep you busy and we hope you will coop 
we will have a successful year. Thank you. ane 
Burt, do you have anything else left on your 2 ? < 
R. E. SIR G. BURTON LONG: The only thing, R. E. 
Sir, is having obtained all of the Rituals they me ine 
available at this desk to be reassigned and if oer e a 
will come up, we will get the Rituals in their hands befor 
they leave. Thank you. 
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R. E. SIR ALFRED C. BLAKE: How about my big 
speech? 

R. E. SIR G. BURTON LONG: Oh, yes, would you 
ask the Grand Captain of the Guard to escort R. E. Sir 
Blake to the East. 

R. E. SIR ALFRED C. BLAKE: I can get there. 

THE GRAND COMMANDER: Would you conduct 
R. E. Sir Al Blake to the East. 

R. E. SIR ALFED C. BLAKE: Thank you very 
much for the long trip. Don’t sit down yet, Sir. Will you 
present the Junior Past Grand Commander, R. E. Sir 
George C. Patton, Jr. to the East, 

E. SIR ELMER H. PALMER: R. E. Sir, I have the 
pleasure to present our Junior Past Grand Commander. 

R. E. SIR ALRED C. BLAKE: George, having put 
you in line I guess some eight or nine years ago, it might 
be of some interest to you to know that as far as I am 
concerned I never regretted the appointment. 

I know as you look back over this past year you have 
had your triumphs and you have had your disappointments. 
All your predecessors have been through the same experi- 
ence. You can’t hit a home run every time but I would say 
by and large your batting average was very good. 

Now in view of the fact that I did go through the 
motion at least of appointing you it is my pleasant duty to 
See that you are decorated properly. 

Here are some shoulder straps that I know you will 
take a great deal of pleasure in wearing. Here is what looks 
to be a brand new Past Grand Commander’s jewel. Now, 
where would you like me to put that if I can find a spot. 

, Now, George, I know that this is a very serious, 
Solemn occasion for you, as it was to all of your predeces- 
sors. As I told you earlier in the day you are leaving with 
very mixed feelings. You are glad it is all over but you 
are going to be extremely sorry that it is, George, it is 
wonderful to have this opportunity. 

R. E, SIR GEORGE ©, PATTON, JR.: Thank you, 
R. E. Sir, and I would like to say now to all the Sir Knights 
of this Grand Commandery how grateful I am for their 
thoughts and cooperation. 

THE GRAND COMMANDER: Before I forget it I 
want to thank you, R. E. Sir Al, for presiding in the East 
during the election. 
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7] ld like to call 
R. E. SIR G. BURTON LONG: I wou 1 
your attention to two things. First, the Past Commanders 
Association meeting stated on your notice will meet in Ionic 
Hall. This is an error. It will meet in the little hall, I 
believe it is Doric, where we customarily leave our clothes. 
St. Paul’s Chapter has this for their annual meeting this 
a speaking of the Past Commanders’ Association 
may I call attention to the Presiding Commanders Associa- 
tion and to the Commanders-elect that this Association a 
n to Commanders-elect. They assume that if yon 
elected you will be installed and Liege rie = 3 Ls 
i is r i join tha i 
anyone in this room who desires 0 
which will hold its meeting at five p.m., I cn a that you 
see Chester Parsons or any other Past Commander. 
R. E. Sir. ; 
ThE GRAND COMMANDER: E. Grand Warder, you 
will retire and ascertain if the Credentials committee 
ir fi a rt, ; 
Oe ea ULULAM TURNER: R. E. Grand ca as 
der there are 40 Commanderies represented wi 
ir Knights. ; 
‘a ea GRAND COMMANDER: Thank you. ba ore 
Warder, you will inform the E. erent Se at I a 
journ this Grand Commna i ; 
aes ey ets P. McCORMICK: R. E. Grand Com- 
der, your order has been obeyed. ; ; 
ee (The 164th Annual Conclave of the ec ceceeene 
dery of Knights Templars, Inc. and the Appen a nee 
of Massachusetts and Rhode Island pies Wt 
form with prayer by the Grand Prelate at 3: M. 
Respectfully 


ope 


Grand Recorder 
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ADDENDA 


PRECEDENCE OF GRAND COMMANDERIES BASED UPON THE 
DATE OF THEIR RESPECTIVE ORGANIZATIONS 


1. MASSACHUETTS AND RHODE ISLAND...........May 6, 1805 
2. NEW YORK .... 1814 
8. VIRGINIA .... 1823 
4, VERMONT ........ 1824 
5. NEW HAMPSHIRE . . 1826 
6. CONNECTICUT ... as . 1827 
ts OBIO! siieininewe 1843 
8. KENTUCKY 1847 
9. MAINE ........ 1852 
10. PENNSYLVANIA 1854 
11. INDIANA ...... 1854 
12. TEXAS ..... 1855 
13. MISSISSIPPI o ‘ » 1857 
14. MICHIGAN .. obese , 1857 


15. ILLINOIS .. 
16. CALIFORNIA 
17. TENNESSER 
18. WISCONSIN . 
19. NEW JERSEY . 
20. GEORGIA .... 
21, MISSOURI . 
22, ALABAMA . 
23. LOUISIANA 


, 1857 
1858 
1859 
1859 
1860 
1860 
1860 
1860 


é 1864 
24, IOWA ........ ies 1864 
25, MINNESOTA ... : ; 1865 


26. KANSAS .... 
27, MARYLAND 
28, NEBRASKA 
29. ARKANSAS .. 

30. WEST VIRGINIA 
31, COLORADO ........ 
82, NORTH CAROLINA . 
33. SOUTH DAKOTA . 
34. OREGON ......, n AEST 
35. WASHINGTON. . a . 1887 
36. WYOMING ... -Mar. 7, 1888 
87. MONTANA ........... . 1888 
38. NORTH DAKOTA ...... . 1890 
89. ARIZONA ......... . 1893 
40, FLORIDA ssesecacsien 1895 
41. “INDIAN TERRITORY .... 1895 
42, DISTRICT OF COLUMBIA . 1896 
43, *OKLAHOMA .......... . 1896 
44. NEW MEXICO ..... 1901 


1868 
oe on 1871 
on os 5 1871 
1872 
1874 
1876 
1881 
1884 


48. IDAHO) ac csissiiacens : : 1904 
46. SOUTH CAROLINA . » 1907 
47. UTAH 


‘April 20, 1910 
48. NEVADA . tet teseeeeeeeeeeeeeess April 15, 1918 


(*Consolidated October 6, 1911, as the Grand Commandery of Oklahoma.) 
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OFFICERS OF THE 
GRAND ENCAMPMENT OF KNIGHTS TEMPLAR 
of the 
United States of America 


1967-1970 


JOHN LAWTON CROFTS, SR........ # saesSlaieie diare M. EB. Grand Master 
P. O. Box 718, Nokomis, Frorma 33555 


GEORGE WILBUR BELL..... siarouneieiarerete R. EH. Deputy Grand Master 


R. R. No. 2, CHANDLERVILLE, ILLINOIS 62627 


ROY W. RIEGLE............05 see eeenees R. EB. Grand Generalissimo 
Suite 1, Palace Bldg., EMporta, KANsAs 66801 


WILLARD MEREDITH AVERY........ R. EB. Grand Captain Generat 
P. O. Box 56, Kniaurstown, INDIANA 46148 


THE REV. CURTIS WILLIAM VALENTINE TUNESER D.D. 
3b Wieveiaunie orale: ends ers eunse: piELe ACRE: SLRAMOROE Havel Sxaiece ++..-R. BE. Grand Prelate 


501 South Cincinnati, Tursa, OKLAHOMA 74103 


EDMUND F. BALL..........-.-...e0ee seeeeee RB. EB. Grand Treasurer 
c/o Ball Brothers Company, Inc., Muncig, Inptana 47302 


PAUL C. RODENHAUSER..........0eeeeeeeees R. E. Grand Recorder 


Suite 1733, 14 Hast Jackson Boulevard, Curcaco, Intinors 60604 


FRANK L. BOURKE.......... North Eastern Department Commander 


97 Pike Street, PortLAND, MAINE 
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ADDRESSES OF GRAND RECORDERS 


GRAND 
CoMMANDERY GRAND RECERDER ADDRESS 
Alabama Thomas W. Oliver Box 2822-A, Birmingham 35212 
Arizona Dwight E. Shannon P.O. Box 206, Winslow 86047 
Arkansas Ormand B. Shaw P.O. Box 467, Fort Smith 72901 
California Chester H. Newell Room 423, Masonic Temple, San 
Francisco 94102 
Canada Charles E. Wells 1044 Lakeshore Road, Toronto, 
Ontario, Canada 
Colorado Charles R. Stott 770 Masonic Temple, 1614 Welton 
St., Denver 80202 
Connecticut J. Zalmon 8. Hunt 196 Church St., Willimantic 06226 
Dist. of Harry L. Beach 603 Sligo Ave., Silver Springs, 
Columbia Maryland 20901 
Florida Thomas N. Morrison |P. 0. Box 1532, Lakeland 33801 
Georgia John H. Haddock 811 Mulberry St., Macon 31201 
Idaho Ralph W. Hopffgarten | P. O. Box 2367, Boise 83701 
Illinois Russell V. Wright 58 W. Jackson Blvyd., Chicago 60604 
Indiana Edwin M. Demlow 5526 N. Illinois, Indianapolis 46208 
Iowa C. George Biasi 911 Locust St., P.O. Box 434, 
Dubuque 52003 
Kansas Charles S. McGinness |320 W. 8th St., Topeka 66603 
Kentucky Chas. K. A.McGaughey |1084 New Circle Rd., N.E., 
ae Lexington 40505 
Louisiana Lionel L. Lemarie 1300 Mas. Temple, N. Orleans 70130 
Maine Earle D. Webster Masonic Temple, Portland 04111 
Maryland Schuyler C. Blackburn|225 N. Charles, Baltimore 21201 
Mass, & R.I, G. Burton Long 186 Tremont St., Boston 02111 
Michigan Harold G. Copp 217 S. Capitol Ave., Lansing 48933 
Minnesota James Joyce Masonic Temple, St. Paul 55101 
Mississippi Cecil A. Thorn Box 1030, Meridian 39302 
Missouri Bruce H, Hunt Box 68, Kirksville 63501 
Montana William A. Thaanum |218 S. Roberts St., Helena 59601 
Nebraska Carl R. Greisen 201 Mas. Temple, Omaha 68102 
Nevada S| Frank Woodliff P.O. Box 290, Fallow 89406 
N. Hampshire |Charles H. Cheney 92 N. State St., Concord 03301 
New Jersey Gordon J. Brenner 530 Tenth St., Carlstadt 07072 
New Mexico Elmer H. Riemen P.O. Box 1375, Roswell 88201 
New York Walter A. DeLamater |30 E. Market St., Rhinebeck 12572 
N. Carolina Charles C. Ricker 80 Broadway, Asheville 28801 
North Dakota |Albert G. Tverberg Box 604, Grafton 58237 
Ohio Robert J. Hackett 611 W. Market St., Akron 44303 
Oklahoma F.M. Lumbard P.O. Box 1037, Muskogee 74401 
Oregon _ {Roy BE, Allen 780 Berntzen St., Eugene 97402 
Pennsylvania |John W. Laird Mas. Temple, Philadelphia 19107 
Philippines Antonio Gonzalez Plaridel Masonic Temple 
* 1440 San Marcelino, Manila 
S. Carolina Hugh N. Layne 901 Palmetto State Life Bldg., 
Columbia 29201 
South Dakota |Clarence E. Buehler | Box 385, Mitchell 57301 
Tennessee Wallace P. Douglas P.O. Box 216, Nashville 37202 
Texas Harry B. Tuer 708 Wilson Bldg., Dallas 75201 
Utah Paul B. Pickering 650 E. South Temple, Salt Lake 
City 84102 
Vermont D. B. Smalley, Jr. P.O. Box 448, Burlington 05401 
Virginia William T, Buckner | P.O. Box 1495, Richmond 23220 
Washington Albert Jensen 3917 Dinsmore Ave., No. Seattle 


West Virginia 
Wisconsin 
Wyoming 


Robert H. Bowlby 
Earl B. Bauer 


98103 
Box 637, Morgantown 26504 
225 E. Mich. St., Milwaukee 53202 


William H. Cochran 
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3419 McComb Ave., Cheyenne 82002 
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Connecticut Valley. 


Woonsocket. 
St. Paul. 
Beauseant. 


CONSTITUENT COMMANDERIES 


ELEctIoN 
‘Name oF Location oF Date oF Sratep oF ANNvAL 
Commanveny No. Coststanpeny Cuanter Conctave | Orricens | Concrave 
St. John’ 1 Providence, R. I. Oct. 7, 1805 | Ist Mon. June Oct. 
Boston. 2 Boston, Mas: | Mar. _3, 1806 | 3rd Wed. Sept. Sept. 
Newburyport. 3 Newburyport, Mass..... May 1808 | 3rd Thurs. | June Sept. 
‘Washington. 4 Newport, R. I.. June _7, 1814 | 3rd Wed. June June 
Worcester Count 5 Worcester, Mass. Dec. 17, 1824 | Ist-Thurs. June June 
Springfield... 6 Springfield, Mass.......{ June 19, 1826 | Ist Mon. June June 
DeMolay. 7 Boston, Mas: Oct. (10, 1848 | 4th Wed. June Sept. 
8 Pawtucket, R. Oct. °10, 1848 | 3rd Fri. June June 
9 Lowell, Mas: Oct. 10, 1855 | 4th Wed. Sept. Sept. 
10 Chelsea, Mass. Oct. 28, 1859 | ond Wed. May May 
i Milford, Mass. 28, 1859 | 4th Tues. Jane June 
12 Boston, Mass 28, 1859 | ond Wed. May May 
13 Providence, R. I. 22, 1860 | 3rd Tues June Sept. 
4 Haverhill, Mass., 13, 1863 | ond Tues. June June 
15 Abington, Mas 26, 1863 | 4th Mon. June June 
16 New Bedford, Mas: 4, 1864 | ist Thurs. | June Sept. 
av Lawrence, Mas 1, 1864 | Last Mon. | May May 
‘Winslow Lewis. 18 Salem, Mass. 3, 1865 | 3rd Thurs. | June Oct. 
Jerusalem 19 Fitchburg, Mass.. 8, 1865 | 3rd Thurs. | June June 
Hugh de Payen: 20 ‘Melrose, Mass.. 27, 1865 | ond Wed. June Sept. 
St. Omer. 21 Dorchester, Mass. Sept. 30, 1865} 3rd Mon. June Sept. 
Berkshire 22 Pittsfield, Mas: 22, 1865 | 2nd Mon. June June 
Connecticut Valley. 23 i 22, 1866 | Ist Tues. June June 
Woonsocke 24 31, 1867 | ond Tues. June June 
Godfrey de Bouillon 25 29, 1868 | 3rd Wed. Sept. Sept. 
Joseph Warren.. 26 Roxbury, Mass. Jan. _1, 1869 | Ist Mon. June June 
Narragansett. 27 Westerly, R. I. May 12, 1869 | ist Wed. June June 
*William Parkmai 28 East Boston, Mass......] May 12, 1870 
Bristo! 29 Attleboro, Mass. May 28, 1870 | Ist Fri. June Sept. 
Northampton 30 Northampton, Mass....] June 2, 1870 | 4th Mon. Tune June 
31 E, Weymouth, Mass...) June 9, 1870 | 4th Thurs. | June June 
32 Hudson, Mass. il 7, 1871 | 3rd Wed. June June 
33 Natick, Mass 2, 1871 | 2nd Mon, June June 
34 Medford, Mass. - 14, 1871 | ard Wed. June Sept. 
35 Newtonville, Mass. May 20, 1872 | 4th Tues. June June 
36 Lynn, Mass... . 13, 1873 | and Thurs. | June June 
37 Athol, Mass. 7, 1873 | 2nd Wed. June June 
38 Brockton, Mas: Sept. 13, 1873 | 3rd Mon. June June 
39 Hyde Park, Mass, Oct, 31, 1873 | 4th Thurs. May Sept. 
40 North Adams, Mass....] Jan. 19, 1882 | 2nd Fri. June June 
41 Malden, Mas Oct. 20, 1886 | 4th Mon. June June 
Cambridge. 2 Cambridge, Mas: May 28, 1890 | 4th Tues. June June 
Bethlehem.. 43 Gloucester, Mass. Oct. 29, 1890 | 2nd Mon. June Sept. 
44 Beverly, Mas: Oct. 23, 1892 
45 Orange, Mass. Oct. 26, 1893 | Last Fri. June June 
46 31, 1896 | Ist Thurs. | June June 
47 20, 1911 | 4th Mon. June June 
48 22, 1919 | ond Thurs, | June Sept. 
49 Holyoke, Mass 28, 1920 | 3rd Mon. June June 
B: 50 Reading, Mass. 14, 1921 | 2nd Mon. June June 
Thomas Smith Webb...) 51 Cranston, R. I 6, 1921 | 3rd Fri. June Sept. 
Sir Galahad. “| 52 Waltham, Mas: y 31, 1922 | 3rd Mon. June June 
$ Winthrop. 53 Winthrop, Mas: June 21, 1924 


INsTALLA- 
TION 


Oct. 
Sept. 
Sept. 
June 
June 
June 


Sept. 
June 
Sept. 
May 
June 
May 


Sept. 
June 

Sept. 
Sept. 
Sept. 
Oct. 


Sept. 
Sept. 
Sept. 
June 
June 
June 


Sept. 
June 


Oct. 


Sept. 
June 


Sept. 
Sept. 
Oct. 

Sept. 
June 
Sept. 


June 


Sept. 
June 
June 
Sept. 


Sept. 


June 
June 
June 
Sept. 


June 

June, 
Sept. 
Sept. 


* Consolidated with Boston Commandery February 21, 1940. 
t Charter arrested July 17, 1945. 
Consolidated with Boston Commandery February 20, 1952. 
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ADDRESSES OF 
RECORDERS OF CONSTITUENT COMMANDERIES 


Com anDERY 


Reconver 


Worcester County. 
Springfield... 


- Winslow Lewis. 
Jerusalem.. 


Connecticut Valle 
Woonsocke' 
Godfrey de Bouillon 
Joseph Warren, 

Narragansett. 
Bristol.. 
Northampton. 
South Shore.. 


Coeur de Lion. 
Gethsemane. 


St. Paul. 
Beauseant.. 


Thomas Smith Webb. 
Sir Galahad... 


Elmer H. Palme 
Robert Gardiner Wilson J. 
William H, Carter. 
Karl E. Falkenholm. 
Lester W. Grant. 

Frederick W. DeWit 
Chester G. Parsons. 
Arthur L, Wilbu 
Maxwell McGaw Elli 
Frank E, Milley. 
Harry C. York. 
Chester W. Eato 
Daniel E. Verry, Sr. 
Arthur Hayden. 
William E. Cookson.. 
Kenneth D. Bertram. 
Joseph R, Remick.. 
Stuart E. Lauckner.. 
Harvey H. Goodwii 
Donald H. Hatheway. 
Allen Campbell. 
Karl Olavi Lepisto. 
Arthur K. York... 
Lloyd C. Arnold.. 
Warren P, Hathaway. 
Ernest J. Comi.. 
William R. Patterson, J 
Donald F, F; 


William J. 
Allan B. Waters. 
John M. Tassey, 
Carroll H. Tiffany, 
John C. Hawkins. 
Frank A. McPhee... 
Richard B, Wallwor! 
Albert M, Greiner. 
Chester Leo Crawford. 
Carleton E. Peri 
Robert L. Doney. 
Irving C. Langley. 
Harold W. Adams. 
Joseph Prentis 
Albert E, Hill. 
Clark H. Overhise: 
George M. Ellis. 
Robert Donald Davi 
Harold Francis Davis, S 
John B. Cornell. 
Gerald A. Young. 


Appness 


11401 S. Co. Trail, E. Greenwish, R.I. 02818 
73 Tremont St., Boston, Mass. 02108 
{10 Columbus Av., Newburyport, Mass. 01950 


Boulevard, Middletown, R. I. 02843 
Conger Road, Worcester, Ma 01602 
74 Main St., Wilbraham, Mass. 01095 


.|P. O. Box 21, Wellesley, Mass. 02181 


8 Farnum St., Pawtucket, R. I. 02861 
27 S. Loring St., Lowell, Mass. 01851 


.|165 Grove St., Chelsea, Mass. 02150 
.|Bates St., Mendon, Mass. 01756 


1363 Highland Av., Needham, Mass. 02192 


.|731 Narragansett Pkwy., Warwick, R.I. 02888 


19 N. Hampshire Av., Haverhill, Mass. 01832 
38 Center Ave., Abington, Mass. 02351 
105 Brigham St., New Bedford, Mass. 02740 
112 Lowell St., Methuen, Mass. 01844 


{176 Burrill St., Swampscott, Mass. 01907 


32 Washington St., Leominster, Mass, 01453 
90 Walton Park, Melrose, Mass. 02176 

8 Redlands Rd., W. Roxbury, Mass, 02132 
IP. O. Box 1094, Pittsfield, Mass. 01201 
119 leveland St., Greenfield, Mass. 01301 
172 Great Rd., Woonsocket, R.I. 02895 
651 N. Boston Rd., Fall River, Mass. 02720 
Pagoda St., Milton 86, Mass. 02186 

86 Wells St., Westerly, R. I. 02891 

20 larner St., Pawtucket, R. I. 02861 

1179 Northampton Rd., Amherst, Mass. 01002 
16 Nickerson Rd., E, Braintree, Mass. 02184 
IP. O. Box 68, Sterling Junction, Mass. 01564 
7 Dewey St., Natick, Mass. 01760 


.]22 Bellevue St., Medford 55, Mass. 02155 


98 Edwardel Rd., Needham, Mass. 02192 
50 Clearview Ave., E, Lynn, Mass. 01904 


.|141 Riverview Ave., Athol, Mass. 01331 


18 Sylvia Ave., Brockton, Mass. 02401 


.|9 Trimount St., Dedhom, Mass. 02026 
1428 Mass. Ave., No. Adams, Mass, 01247 
.|L1 Payne Terrace, Malden, Mass. 02148 
(580 School St., Belmont, Mass. 02178 


33 Pigeon Hill St., Rockport, Mass. 01966 


.|71 W. River St., Orange, Mass. 01364 
.|86 Summit Ave,, Gardner, Mass. 01442 


5 Farm Hills Lane, Hingham, Mass. 02043 
75 High St., Westwood, Mass, 02090 


.(32 River Terrace, Holyoke, Mass. 01041 
17 Forest Glen Road, Reading, Mass. 01867 
.|948 Seven Mile Rd., Hope, R. I. 02831 
(30 Caldwell Road, Waltham, Mass. 02154 
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* Died 


No. 
20 


Memnen oF 
CommManvERY 
Hugh de Payens 
Bay State 
St. Omer 
South Shore 
Worcester County 
de Payens 


Boston 
St. Bernard 


Quincy 
Pilgrim 
Natick 
Calvary 
St. John's 
Beauscant 
Sutton ~ 
Boston 
DeMolay ~ 
Jerusalem 
Calvary 
Gethsemane 
Hugh 


‘leon, Jr. 


Granp ComManven 


Frank H. Wilson 
Charles F. Fairbanks 2nd 


*Frederic Kennedy 
*Harric M. Taft 
Mortimer W. Schroeder 
Thomas A. Booth 
Raymond D. Douglass 


Dwight C. Page 
Louis A. Beaudoin 


Harold S, Crocker 
*George A. Weeks 
*A. Kenneth Martin 
Robert Gardine 

*J. Herbert Hinds 
Kenneth H.- Earle 
Alfred C. Blake 
*Elliott N. Holley 
*Clarence E. Booth 
Russe 


—1963 
1966 


Orrice 


1945—1946 


TERM OF 
1946—1947 
1947—1948 
1948—1949 
1949—1950 
1950—1951 
1951—1952 
1952—1953 
1953-1954 
1954—1955 
1955—1956 
1956—1957 
1957—1958 
1958—1959 
1959—1960 
1960—1961 
1961—1962 
1962 
1963—1964 
1964—1965, 
1965--: 
1966—1967 


No, 


Memper oF 
ComMANDERY. 


Paul 
St. John's 
Bay State 
Springfield 
DeMolay 


Connecticut Valley 
Calvary 


St. John’s 


DeMolay 
Joseph Warren 


Bristol 
Beauseant 
Boston 
Washington 
Gethsemane 
Pilgrim 
Haverhill 
Coeur de Lion 


St. 


Gnranp Comatanpea 
James A. Gunn 
*Norris G. Abb: 
*Clarence E. Bi 
Harold W. Sprague 
*Charles T. Converse 
4*George T. Everett 

mn Hyslop 

A. A. Stewart 
‘Spencer 
Marston 


George 


*Clarence M. Dunbar 
4G, Lester 


*Benjamin F. Do 
*George L, Dodd 
*Adclbert E. Place 


*Charles F. W 
*Frederick H, 


*Arlan 
*Will 


GRAND COMMANDERS OF THE GRAND COMMANDERY OF MASSACHUSETTS AND RHODE ISLAND 


TERM OF 
Orrice 
* Died 


1927—1928 
1928—1929 
1929—1930 
1930—1931 
1931—1932 
1932—1933 
1933—1934 
1934—1935 
1937—1937 
1937—1938 
1938—1939 
1939—1940 


1940—1941 
1941—1942 


1942—1943 


1925—1926 
1926—1927 
1935—1936 
1936—1937 
1943—1944 
1944—1945 


THE AMERICAN ORDER OF THE TEMPLE 


Grand Masters of the Grand Encampment 


Names YEARS 
1 DeWitt Clinton . .1816-1828 
2 Jonathan Nye .... 1829-1834 
3-James Madison Alle .1835-1844 
4 Archibald Bull .... 1844-1846 
5 William B. Hubbard. 1847-1858 
6 Benjamin B. French. 1859-1864 
y .1865-1867 
1868-1870 
.1871-1873 
874-1876 
11 Vincent L. Hurlbu 1877-1879 
12 Benjamin Dean .. 1880-1882 
13 Robert E. Withers. 883-1885 
14 Charles Roome .. 1886-1889 


15 John P. S. Gobin. 
16 Hugh McCurdy .. 
17 Warren LaRue Thomas. 
18 Reuben Hedly Lloyd. 
19 Henry Bates Stoddard. 
20 Geo. Mayhew Moulton. 
21 Henry Warren Rugg. 
22 Wm. Bromwell Melish 
23 Arthur MacArthur 
24 Lee S. Smith... 
25 Joseph K. Orr... 
26 Leonidas P. Newb: 
27 George W. Vallery.. 


“1907-1910 
910-1913 


32 Mark Norris .... 
33 Harry G. Pollar 
34 Charles Noah Orr. 
35 John Temple Rice 
36 Robert Brainerd Gaylord 
37 William Catron Gordon. 
38 Walter A. DeLamate: 


1946-1949 
949-1952 
1952-1955 
-1955-1958 


1964-1967 


41 Wilber Marion Brucker... 
42 John Lawton Crofts, Sr.....1967- 


RESIDENCE Drep 
New York, N. YousuFeb. 11, 1828 
Claremont, N. H.. April 1, 1843 
Gayngas, IN. Yisisisississnscesnscsssnessisaerniais 


Troy, N. Y. Dec. 22,1865 
Columbus, Ohio Jan. 5, 1866 
Washington, D. C Aug. 12,1870 
Milwaukee, Wis. May 7,1909 
Newton, Mass. . Oct. 14, 1887 
New Orleans, L lov. 28, 1897 


Pittsburgh, Pa. 
Chicago, Ill. . 
Boston, Mass. 
Wytheville, Va. 
New York . 
Lebanon, Pa. 


Corunna, Mich. 16, 1908 
Maysville, Ky. . 23,1914 
San Francisco, Cal. . 10, 1909 
Bryan, Texas «. 29,1925 
Chicago, Illinois 24,1927 
Providence, R. I. 21,1910 
Cincinnati, Ohio . 21,1927 
Troy, New Yor . 27,1914 
Pittsburgh, Pa. ... April 6, 1926 
Atlanta, Georgia Sept. 18, 1938 
Knightstown, Ind. Oct. 25, 1945 
Denver, Colo. Dec. 20, 1933 
Chicago, Ill. . Dec. 22, 1950 
Los Angeles, C: ug. 16, 1932 
Binghamton, N. ov. 2, 1932 
Milwaukee, Wis. ec. 29,1951 
Grand Rapids, Mich....May 31, 1943 


Lowell, Mass. 
St. Paul, Min 
El Paso, Texas. 
San Francisco, Cal. 
Marshall, Mo. .... 
Rhinebeck, New York. 
Cleveland, Ohio.. 
Aliquippa, Pa. 
Detroit, Michigan .. 
Nokomis, Florida .. 


10, 1949 
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and the Appendant Orders of Massachusetts and Rhode Island 


Grand COMMANDER 
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ANNUAL CHRISTMAS OFFERING AND. GOOD CHEER 


THE GIFT o: 
“God so loved the world that Be Gao ats se peat 
that whosoever believeth in Him shoutla only begotten Son 
everlasting life.” not perish, but have 


John 3:16 


OFFICIAL OrpER No. 1 
Series 1966-1967 Boston, November 1, 1966, A. 0. 848 


To the Eminent Commander. i 
Grane Ocemanaery, 8, Officers and Sir Knights of thig 


GREETINGS: 


Again draws near the joyous 
Lord and the Saviour of the World 
to every Sir Knight, their families ani 
for a Christmas full of joy and bles, 
happy New Year. 


¥ fommemorating the birth of our 
a ip my great pleasure to extend 
Ss oved ones, my heartfelt wishes 

mgs and a most successful and 


The great wealth of Tem 
u plar Maso: Zt . A 
netpolhatomig bring bappinans a ey y's mineral sir to 
what amount wou, Teal hist Isn’t it wonderful to mow that, on ee 
at you can afford, it will most certainly help 


Someone less fortunate to enj 

es. *, . JO h i i 

join in this good work as liberally Pa rere Soares oe eae 
a Commandery’s Christmas and 
@ expended in its entirety for this 


of your own Eminent Commander. Purpose alone under the direction 


Where there is Faith, 
a there i 
wits upers is Love, there Se 
re there is Peace, there i. is 
, z is Christ. 
Where there is Christ, there is me esi 


Given under my hand 

F and seal i 

first day of November, nineteen cee) yrwioe heed onthe 
» A. O, fs 


Courteously yours, 
Grorcr C. Parron, Jn., 
(SEAL) Grand Commander. 
Attest: 
G. Burton Lone, 
Grand Recorder. 


CHRISTMAS OFFERING COMMITTEE 


E. Sir James C. aeee ws Bao Haas Orellana 
_ » Sir Karu 0. Leis 
x oe eee A. McKinnon, 8rdsE. Sir Want ‘Grad J 
R 'HESTER HE, OLDMIXON EM. Sm Donatp FE Freseno’ - 


OFFICIAL CircuLar No. 1 


Series 1966-1967 October 11, 1966. 
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ORGANIZATION—1966-1967 
Grand Commander, GEorcE C. Parton, JR. 
67 Governor Road, Stoneham, Mass. 02180 
Hugh de Payens Commandery No. 20 K. by 
Deputy Grand Commander, Gorvon C. PLAYER 
99 High St., Ipswich, Mass. 01938 
Newburyport Commandery No. 3 K. T. 
Grand Generalissimo, NoRMAN L. STAVELEY 
37 Glen Ave., Chelmsford, Mass. 01824 
Pilgrim Commandery No. 9 K. T. 
Grand Captain General, Jack RIcHARD BAKER 
28 Kirkbrae Road, Lincoln, R. I. 02805 
Thomas Smith Webb Commandery No. 51 K. T. 
Grand Senior Warden, Karsten H. SANDMO 
46 Brookings St., Medford, Mass. 02155 
Coeur de Lion Commandery No. 34 K. T. 
Grand Junior Warden, Emer E, PALMER 
1401 South County Trail, B. Greenwich, R. I. 02818 
St. John’s Commandery No. 1 K. T. 
Grand Prelate Emeritus, Rev. Frank B. CRANDALL 
29 Winter Island Road, Salem, Mass. 01970 
Athol Commandery No. 37 K, T. 
Grand Prelate, Rev. W. Irvine Monroe, Jr. 
337 Beacon St., Lowell, Mass. 01850 
St. Omer Commandery No. 21 K. T. 


Associate Grand Prelates 


Rey. Leonarp S, REDLAWN 
106 Bateman Ave., Cranston 10, R. I. 


St. John’s Commandery No. 1 K. T. 
Sm Kr, Wrrr1am J. O’NEIL 
108 Rowley St., Agawam, Mass. 

Springfield Commandery No. 6 K. T. 


Sm Kr. Arruur J. PHILLIPS 
33 Phillips St., Watertown, Mass. 


St. Bernard Commandery No. 12 K. T. 


Grand Treasurer, ROBERT GARDINER WILSON, JR. 
73 Tremont St., Boston, Mass. 02108 


Boston Commandery No. 2 K. T. 
Grand Recorder, G. Burton Lone 
41 Longview Road, Reading, Mass. 01867 
Reading Commandery No. 50 K. Ts 


Grand Standard Bearer, JAMEs C. Strtos 
341 Park St., Dorchester, Mass. 02124 


St. Omer Commandery No. 21 ie Es 


Grand Sword Bearer, THoRSTEN B. LIND 
79 Barthel St., Gardner, Mass. 01442 


Ivanhoe Commandery No. 46 K. T. 
Grand Warder, Leonarp H. Hort 
83 Glendale Ave., Melrose, Mass. 02176 
Hugh de Payens Commandery No. 20 K. T. 


103 


Grand Captain of the Guard, Leonarp RAYMOND Wratr 


17 Walnut St., Plainvi 
Bristol Commandery No. 29 K, T. Danes Oar 


Grand Sentinel, Gzorce M. Sanrorp 


< 56 Tennyson Road, Readi 
Reading Commandery No. 50 K. teeing, Mass. 01867 


Inspector Instructor, Tuomas C. Brown 
4 36 Larkspur Ro i 
Thomas Smith Webb Canueadan Noe ee aia 
TRUSTEES OF THE GRAND FUND 


. Sir Huperr N. Bernwarp 
ys , JR. ir 
. Siz Harorp F, TREFETHEN (i988) ane 
. Soe et H, WuHirremore (1969) 
. BD: BERT GARDINER WILSON, JR. 
. E. Sm George C, Parton, Jr., we ae 


Dae 


COMMITTEES 1966-1967 


E. Si JURISPRUDENCE 
eer ae Robe Gace owelh, Chairman; E. Sir Whitfield W. Johnson, 
E. Sir Eugene P, Carver, Jr. ‘son, Jr., E. Sir Franklan W. L. Miles, 


E. Sir Harold A. Bw FINANCE 
R. B. Sir Kenneth H. Warle, i999. "@"* ® Sit Baward Norris, 1968; 


4 CHarTers A: D: 
R. E. Sir Alg ND DISPENSATIONS 
Donald W. Vose. red C, Blake, Chairman; B. Sir Frank B. Ells, E. Sir 


E. Sir Robert B, P Ebvcationan 

lass, 1967; BE. Si . Powell, Chairman; R. B, Si 

Biron A. Chalks Giger MEPS Call G, Peterson, 1098! 
ex-officio; R. E. Sir George C. Felton, 1 ea ae 


E. Sir William CREDENTIALS 
Charles D. Warrington oe Chairman; E. Sir Ernest J. Comi, B. Sir 


E. Sir Chester REGISTRATION CoMMITTER 
Sir Allan Campbell, jy. 78° Chairman; B, Sir Joseph F, Stead, B. 


R. E. Sir Geor Printing 
Be C. P; 
Player, R. E. Sir G. Burton Long” Caiman; V. 1, Sir Gordon C. 
NEcroLocy 


Rev. and E. Sir W. Irvi 


Leonard §. Redlawn, Rev. ani 7S, Monroe, Chairman; Rey. and E. Sir 


: d E. Sir Frank B, Crandall, Emeritus. 
‘ HRISTMAS OFFERING A: 
R. ND Goo) 
ao beer a courton Long, Chairman; Beir ay Cc. Siri EB. 
6 ee icKinnon, 3rd, H. Sir Chester E, Oldmix E sir K 1 

. , E. Sir William Graham, Jr., Em. Sir Donald } Butere 

TRIENNIAL COMMITTER 
R. E. Sir George C. Patton, J i 
i F » Jv. Chairman; y. 

Player, E. Sir Norman L, Staveley, R. E. Sir G, Burton pa pect 
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INSPECTOR INSTRUCTOR 
E. Sir Thomas C. Brown. 


INSPECTION AND TACTICS 
R. E. Sir George C. Patton, Jr., Chairman; R. E. Sir Harold S. 
Crocker, E. Sir Wilbur F. Garabedian, E. Sir Franklin H. Michelsen, 
R. E. Sir G. Burton Long. 


Eye FounpATION COMMITTEE 
BR. Sir Saunder W. Spooner, Chairman; BH. Sir Henry D. Harmon, 
B. Sir Leonard H. Hoft, R. E. Sir G. Burton Long, ex-officio. 


K. T, Eye Founpation PromMorionaL COMMITTEE 
BE. Sir Chester BE. Oldmixon, Chairman; E. Sir Philip W. Russell, 
BE. Sir William R. Smith, E. Sir Frank G. Holt, Jr., E. Sir John M. 
Tassey, EB. Sir C. Leigh Kingsford, E. Sir Karl W. Benway, E. Sir 
Frank Rogier, E. Sir Chester L. Crawford. 


York Rire PRoMOTIONAL AND MEMBERSHIP 

R. E. Sir G. Burton Long, Jr., General Chairman; Grand High 
Priest of Grand Royal Arch Chapter and Grand Master of Grand 
Council, Royal and Select Masters, Co-Chairmen; E. Sir William F. 
Clark, Director-Coordinator with R. A. Chapter; EB. Sir William F. 
Raymond, Co-Chairman of R. I. 

Mempersuie COMMITTEE 

Northeast, Em. Sir Norman P. Smith; Southeast, E. Sir Carl R. 
Mitchell; Metro., Em, Sir John A, Chalker; Metro. North, Em. Sir 
Warren H. Shaw; Metro. South, Em. Sir Irving L. E. Steffen; Central, 
Em. Sir Clifton S. Robertson; Southwest, Em. Sir Leland F. Ross; 
Western, Em. Sir Paul W. Dixon, Sr. 

Pusiicrry AND PuBLic RELATIONS COMMITTEE ss 

BE. Sir Robert L. Doney, Chairman for Massachusetts; E. Sir Arn- 

old White, Chairman for Rhode Island. 
MEMBERSHIP AND PUBLICITY ies 

E, Sir Ralph L. Connelly, Chairman, 17 Forrest St., Wilmington, 

Mass. 01887. 
KnicHT TEMPLAR MAGAZINE 
Em. Sir Karston Sandmo. 


OrrictaL Lerrer No. 1 August 19, 1966 


Series 1966-1967 
To All Division Commanders, Eminent Commanders, 
Marking Officers: 
Sir KNIGHTS: 
It is my desire that all possible p 
The EXEMPLIFICATIONS this year will be held in only three (3) 
districts. Commanderies composing these districts, dates exemplifi- 
cations will be held, Host Commandery and Grand Commandery Of- 
ficer to act as Inspecting Officer are as follows: 


No, 1-NOVEMBER 5, 1966—SATURDAY 


Host—Holy Sepulchre Commandery No. 8—Sir Kt. Alfred W. Bos- 
worth, Jr., Em. Commander. 


Recorders and 


ublicity be given to the following: 


Inspecting Officer in charge—Sir Kt. James C. Sirios, Em. Grand 
Standard Bearer. 
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Participating Commanderies—St. John’s, No. 1; Washington, No. 
4; DeMolay, No. 7; Holy Sepulchre, No. 8; Milford, No. 11; Calvary, 
No. 13; Old Colony, No. 15; Sutton, No. 16; St. Omer, No. 21; Woon- 
socket, No. 24; Godfrey de Boullon, No. 25; Narragansett, No. 27; Bris- 
tol, No. 29; Olivet, No. 36; Bay State, No. 38; Temple, No. 48; Thos. 
Smith Webb, No. 51. 


NO. 2—DECEMBER 3, 1966—SATURDAY 


Host—Northampton Commandery No. 30—Sir Kt. Charles L. Blan- 
chard, Em. Commander. 


Inspecting Officer in charge—Sir Kt. Em. Grand Captain of 
Guard. 


Participating Commanderies—Springfield, No. 6; Jer I 
ma Berkshire; No. 22; Conn. Valley, No. 23; Northampton. No 30: 
ol, No. 37; St. Paul, No. 40; Orange, No. 45: ‘ St. 
arate oe Ge 3 Ivanhoe, No. 46; St. 


NO. 3—JANUARY 7, 1967—SATURDAY 


Host—Hugh de Payens Commandery No. 20—Si 
Bowen; iaais Gane ee Af . 20—Sir Kt. Lester W. 


Inspecting Officer in char, e—Sir Kt. 
Grand Senior Warden. e oan se Sanat: it 


Participating Commanderies—Boston, No. 2; 4 
Worcester County, No. 5; Pilgrim, N 3; Pale: Beviarsport, anes 


nard, No, 12; Haverhill, No. 14; Bethany, No. 17; Wins 


; Natick, No. 33; Coeur de Lion, No. 34; th- 
; Cyprus, No. 39; Beauseant, No, 41; Cambridge, hho aos 


pethlchem, No. 43; Quincy, No. 47; Reading, No. 50; Sir Galahad, 


. IMPORTANT—Commanderies N 
assigned to Exemplifications after 
their Generalissimo’s will make e 
requested to attend the Exemplificati 
Masonic Temple, Monday, October 
see the work and to ask questions. 


Registration will be at 1:30 P.M. Exemplificati i : 
P.M. Sharp. Work to be completed before 00 alana 


Work will be under the direction of the I i 
the uspector Instructor, with 
a selected Team exemplifying: The Full For Opening, Reception 
of Inspecting Officer, Inspection and Review, 5th Libation, Attributes 
nee will be THE WORK REQUIRED THIS YEAR AT 
i here will be time set asi i 
as questions and answers, GSD. Seneea Wa es 


Line officers of Participating Commanderies t t- 
tend with the Top Five Officers in Full Dress Unione one “side 
Arms. The Wardens WILL BE EXPECTED TO FILL THE 1st and 
8rd DIVISIONS. Please bring your Guard with you. 


Officers and members of other Commanderieg are welcome to any 
or all the meetings. 
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ASSIGNMENT OF MARKING OFFICERS 


The Assignments are as follows: 


Inspector Instructor 
E. Thomas C. Brown 
386 Larkspur Road 
Warwick, R. I. 02886 
Tel. 401-739-3861 
No. 21—St. Omer, 11-21-66 
No. 16—Sutton, 12-1-66 
No. 43—Bethlehem, 12-12-66 
No. 50—Reading, 1-9-67 
No. 12—St. Bernard, 2-8-67 
No. 35—Gethsemane, 2-28-67 
No. 8—Holy Sepulchre, 3-10-67 


Marking Officer 
E. Wilbur F. Garabedian 
64 W. Central St. 
Natick, Mass. 01760 
Tel. 617-235-5137 
No. 36—Olivet, 11-10-66 
No. 7—DeMolay, 11-23-66 
No. 3—Newburyport, 1-19-67 
No. 24—Woonsocket, 2-14-67 
No. 9—Pilgrim, 2-21-67 
No. 39—Cyprus, 2-23-67 
No. 42—Cambridge, 5-23-67 


No. 20—Hugh de Payens, 4-12-67 No. 14—Haverhill, 4-4-67 


No. 5—Worcester County, 4-6-67 


MARKING OFFICERS 


B. Norman R. Lowe 
18 Elm Street 
Leominster, Mass, 01453 


E. William F. Raymond 
27 Bart Drive 
Pawtucket, R. I. 02861 


Tel. 617-534-6681 Tel. 
No. 46—Ivanhoe, 11-3-66 No. 
No. 23—Conn. Valley, 11-29-66 No. 
No. 52—Sir Galahad, 3-20-67 No. 
No. 11—Milford, 1-24-67 No. 
No. 45—Orange, 2-24-67 No. 
No. 26—Jos. Warren, 3-7-67 No. 
No. 37—Athol, 3-8-67 No. 
No. 32—Trinity, 3-15-67 No. 


E. Wayne BE. Soucey 


1 Henley St. 
Charlestown, Mass. 02129 
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17-241-8862 Tel. 

No. 10 Palestine, 11-9-66 No. 
No. 38—Bay State, 11-14-66 No. 
No. 17—Bethany, 1-30-67 No. 
No. 29—Bristol, 2-3-67 Ne. 
No. 41—Beauseant, 2-27-67 ines No. 
No. 18—Winslow Lewis, 3-16- No: 
No. 31—South Shore, 3-23-67 a 
No. 47—Quincy, 3-27-67 0. 
Courteously 


401-726-0515 

2—Boston, 11-16-66 

51—Thos. Smith Webb, 11-18-66 
48—Temple, 12-8-66 
25—Godfrey de Bou., 1-18-67 
1—St. John’s, 2-11-67 
384—Coeur de Lion, 2-18-67 
27—Narragansett, 3-1-67 
13—Calvary, 3-21-67 
4—Washington, 5-17-67 


BE. Warren C. Wilson 


Exchange St. 


Athol, Mass. 01331 


617-249-6432 

15—Old Colony, 11-28-66 
380—Northampton, 1-23-67 
83—Natick, 3-13-67 
6—Springfield, 4-3-67 
22—Berkshire, 4-10-67 
49—St. Andrew, 4-17-67 
19—Jerusalem, 4-20-67 


. 40—St. Paul, 5-12-67 


yours, 


GeorcE C. Parton, JR., 


Deputy Grand Commander. 


DIVISIONS 1966-1967 


First Division 
Metropolitan Division 
Grand Generalissimo 


B. Sir Norman L. Staveley 


7 Glen Ave. 

Gnelng tara, Mass. 01824 
Tel.: 256-0409 

No. 2—Boston, Boston 
No. 7—DeMolay, Boston 
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No. 12—St. Bernard, Boston 

No. 21—St. Omer, Dorchester 
No. 35—Gethsemane, Newtonville 
No. 42—Cambridge, Cambridge 


Second Division 

South Hast Division 

Grand Captain General 

E, Sir Jack R. Baker 

28 Kirkbrae Drive 

Lincoln, Rhode Island 02865 

Tel.: 401-724-5189 

No. 1—St. John’s, Providence 

No. 4—Washington, Newport 

No. 16—Sutton, New Bedford 
No.25—Godfrey de Bouillon, Fall River 
No.27—Narragansett, Westerly 

No. 51—Thomas Smith Webb, Cranston 


Third Division 
Metropolitan—North Division 
Grand Senior Warden 

E. Sir Karsten H. Sandmo 

46 Brookings St. 

Medford, Massachusetts 02155 
Tel.: EXport 6-2795 

No. 10—Palestine, Chelsea 

No. 20—Hugh de Payens, Melrose 
No. 34—Coeur de Lion, Medford 
No. 36—Olivet, Lynn 

No. 41—Beauseant, Malden 

No. 50—Reading, Reading 


Fourth Division 
North East Division 
Grand Junior Warden 
E. Sir Elmer H. Palmer 
1401 So. County Trail 
E. Greenwish, R. I. 02818 
Ro eu 4-1519 

0. 3—Newbury, ort, Newbur: 
No. 9—Pilgrim, Trowell sig 
No. 14—Haverhill, Haverhill 
No. 17—Bethany, Lawrence 
No. 18—Winslow Lewis, Salem 
No. 43—Bethlehem, Gloucester 


Fifth Division 

Central Division 

Grand Standard Bearer 

E. Sir James GC, Sirios 

341 Park Street 

Dorchester, Massachusetts 
Tel.: AVenue 2-2170 

No. 5—Worcester County, Worcester 
No. 19—Jerusalem, Fitchburg 
No. 32—Trinity, Hudson 

No. 33—Natick, Natick 

No. 46—Ivanhoe, Gardner 

No. 52—Sir Galahad, Waltham 


Sixth Division 
South West Division 
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Grand Sword Bearer 

E. Sir Thorsten B. Lind 

79 Barthel Avenue 

Gardner, Massachusetts 

Tel.: 1-632-3783 

No. 8—Holy Sepulchre, Pawtucket 
No. 11—Milford, Milford 

No. 13—Calvary, East Providence 
No. 24—Woonsocket, Woonsocket 
No. 29—Bristol, Attleboro 

No. 48—Temple, Norwood 


Seventh Division 

Metropolitan South Division 

Grand Captain of Guard 

E. Sir Leonard R. Wyatt 

17 Walnut Street 

Plainville, Mass. 02762 

Tel.: 1-695-6535 

No. 15—Old Colony, Abington 

No. 26—Joseph Warren, Dor. Lower Mills 
No. 31—South Shore, E. Weymouth 
No. 38—Bay State, Brockton 

No. 39—Cyprus, Hyde Park 

No. 47—Quincy, Quincy 


Western Division 
Co-Ordinator and Commander 
R. E. Sir Louis A. Beaudoin 
P. O. Boy No. 2, New Boston, Mass. 01255 
Tel.: Office—203-583-9592 

Home—413-AL8-3181 
No. 6—Springfield—Inspected by Grand Generalissimo 
No. 22—Berkshire—Inspected by Grand Captain General 
No. 23—Conn. Valley—Inspected by Grand Senior Warden 
No. 30—Northampton—Inspected by Grand Junior Warden 
No. 37—Athol—Inspected by Grand Standard Bearer 
No. 40—St. Paul—Inspected by Grand Sword Bearer 
No. 45—Orange—Inspected by Grand Captain of the Guard 
No. 49—St. Andrew—Inspected by Gr. Captain of the Guard 


SproraL Netrer No, 1 March 13, 1967 
Series 1966-1967 


To Eminent Commanders and Recorders: 
MEMBERSHIP 


onth, through the medium of the Templar you were advised 
as re ihe Bian of action we are taking as a means toward building our 
membership. You were also apprised of the name and address of the 
Membership Committeeman to whom you will look for advice and 
assistance. The Committeemen are anxious to help in every way 
possible and it is hoped that each Membership Chairman will keep in 
close touch with his Grand Commandery representative, 


mmandery Membership Chairman should receive from his 
ee gees Membership Committeeman a list | of all Blue 
Lodges and Chapters within his Commandery’s Jurisdiction. With 
this information in hand, the local Membership Committees will work 
toward obtaining a committment from a member of each Lodge and 
Chapter to furnish the Grand Commandery office with the monthly 
notices. The Grand Commandery office requests the name, address 
and telephone number of those persons who agree to assist. 


109 


it is apparent that the work done in the individual Commanderies 
will determine the degree of our success in this undertaking. As has 


been said many times before, the meaningful work must be done at 
the local level. 


The Grand Recorder has done a prodigious amount of work to 
make the initiation of this program possible and the Grand Com- 
mander has given his full support. It is, therefore, earnestly re- 
quested that each Commandery get behind this effort without reser- 
vation. It is realized that maximum results cannot be achieved in a 


few weeks or months but considerable progress has already been made 
and this is encouraging. 


If any Commandery does not receive the above mentioned list of 


Lodges and Chapters, please advise me direct and it will be forwarded 
without delay. 


One more word on demits and suspensions, 


EMINENT COMMANDERS: (1) Please advise the Grand Re- 
corder of all demits granted by you during your term of office. 


(2) Please persist in working on your members who are delin- 


quent in payment of dues so that suspensions at the end of the year 
will be held to a minimum 


Herein lies the answer to our success or failure for the year. 
(From Grand Encampment General Order No. 11) 


ficers and functions of his Comma: 
of his members. He should with 
cedures of appointing a Committee, one of whom if possible should be 
a signor of his petition who wil 
linquent member, The Comman 


the subject of suspensions and we must all assist . . . the state offi- 
cers who are sincerely trying to do their duty.” 


Raten L. Connoriy 
Chairman of Membership 
P.S. I thought the above items of 
that it was not included in the March 
separately for your Personal attention, 


such interest and importance 
Templar, but is mailed to you 


Courteously yours, 


G, Burton Lona, 
Grand Recorder. 


OFFICIAL BULLETIN No. 1 


Boston, Mass., Feb: 9, 1967 
Series 1967-1968 Bee Webraary 


fo the Grand Commandery Officers, Commanders and Recorders: 
Re: EASTER SUNRISE SERVICE—Sunday, March 26, 1967 
Sir Knicuts: 


Enclosed is a reproduction of the letter sent by the Committee on 
the EASTER SUNRISE SERVICE sponsored by the Grand Encamp- 
ment of Knights Templar of the United States of America, 
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SS sg 


I have been directed by our Right Eminent Grand Commander, 
Sir Knight George C. Patton, Jr., to advise you that it is his desire 
that you carry the following on your Stated Conclave Notice: 


“The thirty-seventh ANNUAL ARLINGTON EASTER SUNRISE 
MEMORIAL SERVICE will be held in the Amphitheatre of the Arl- 
ington National Cemetery on Easter Sunday Morning, March 26, 1967. 
The assembly, in Full Templar Uniform, will form at 7:00 A.M. SHARP 
at the West Gate of Cemetery (near Fort Myers). Music will be 
furnished by the U. S. Marine Band and arrangements are being 
made to have the service broadcast on a nation-wide radio net-work. 
The address on this occasion will be delivered by the Reverend How- 
ard R. Towne, D.D., Right Eminent Grand Prelate of the Grand En- 
campment, an outstanding speaker.” 


The Committee extends to you a very cordial invitation to partici- 
pate and requests that you give this invitation all possible publicity. 
Remember, if we fail to support this outstanding Christian Memorial 
Service, there is another group, who for years, have been seeking the 
privilege of sponsoring a similar service. 


Division Commanders will give the above all publicity possible in 
their respective divisions. 


Courteously yours, 


G. Burron Lona, 
Grand Recorder. 


GRAND ENCAMPMENT OF KNIGHTS TEMPLAR 
OF THE UNITED STATES OF AMERICA 


The Committee on Arlington Easter Sunrise Memorial Service 


Harry L. Beach, P.G.C. (D.C.), Chairman 
Masonic Temple, 801 Thirteenth Street, N.W. 
Washington, D. C. 20005 


William E. Barkman, R.E.G.C. (D. C.), Vice-Chairman 
February 1, 1967 


To Grand Encampment Officers and Committeemen, Grand Command- 
ers, Deputy Grand Commanders and Grand Recorders: 


ments are being made for the thirty-seventh Annual Arl- 
inne atten Sunrise Memorial Service to be held under the auspices 
of the Grand Encampment. The Service will begin promptly at 7:30 
a. m. in the Amphitheater of Arlington Newbee Se aaieaieeoreai 
morning, March 26, 1967. The assembly in fu - 
oe form oe 7:00 o’clock sharp at the West Gate of the Cameteny: 
(near Fort Myer). The lines will move promptly at 7:10 a. m. for the 
march to the Amphitheater. 


i iti ilies at the 
remony of laying the traditional Cross of Li E h 
Tomb of the Unknown Soldiers will conclude the Service. Music ‘wall 
be furnished by the U. S. Marine Band and arrangements are beige 
made to have the Service broadcast on a nation-wide radio network. 
i i i i How- 
n this occasion will be delivered by The Rev. 
ard Boone DD, Right Eminent Grand Prelate of the Grand En- 
campment, an outstanding speaker. ; 
ial invitati i « ticipate, an 
A very cordial invitation is extended to you to barticipat 
the Gommities especially requests that you give this invitation all 
possible publicity in your Grand Jurisdiction. Reserved seats will be 
provided for those accompanying you not in uniform, upon request. 
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The Committee will be happy to make hotel reservations for Sir 
Knights and their party at the Washington and Willard Hotels, but as 
hotel accommodations are at a premium during the Easter Season, I 
urge you to let us know as soon as possible should you desire us to 
make reservations for you. However, in the event that other arrange- 
ments are made by the Sir Knights direct, we must be notified in 
order to provide tickets to the Service for those not in uniform, and 
transportation for those who may need it. 


This Service will be the final one in the Triennium of our Most 
Eminent Grand Master, Sir Knight Wilber M. Brucker, and his own 
Commandery, Detroit No. 1, will honor him, by attending in unprece- 
dented numbers, and by an important pre-Haster activity on Saturday, 
March 25th, which is announced in detail by the accompanying letter 


from the Right Eminent Grand Commander of the Grand Commandery 
of the District of Columbia. 


, 

After the Service the Grand Commandery of the District of Colum- 
bia will sponsor a breakfast (about 9:30 a. m.) for the Sir Knights 
and their ladies, at the Willard Hotel, next door to the Washington 
Hotel. Tickets are $2.85 each, and we shall be glad to send you tickets 
if you will forward to me at the above address your check for the re- 


quired amount made payable to The Grand Commandery, Knights 
Templar, D. GC, 


We are lookin 


forwa: ti: nd as many of your Sir 
Knigh g rd to greeting you and vy y 


ts as can possibly be present. 
Courteously yours, 


Harry L. Beacu, P. G. C. 
Chairman 
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GEORGE C. PATTON, JR. 
Grand Commander 
67 Governor Roap 
STONEHAM, MASSACHUSETTS 02180 


[9] 


G. BURTON LONG, P.G.C. 
R. E. Grand Recorder 
Masonic Tempty, 186 TreMONT STREET 
BOSTON, MASSACHUSETTS 02111 
Telephone 617-426-1973 
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